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What’s Happened to Us? 
That’s a Lie! 


What Happens When Government 
Tries to Guarantee Wages 


The Old Army Game 
As the Twig Is Bent 
Back to the Main Track 
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| The Main Track Is a Free Market 


What’s Happened to Us? 


Until the Era of Monopolistic 
Unions casts a dark shadow across 
our nation, every American could “go 
dlaces” if he were willing to put out 
that extra ounce of energy. 


He could impress his boss by 
vorking late; he could educate him- 
self by studying at night; or he could 
capture an inspiration and make his 
jiream come true through sheer will- 
oower and clock-ignoring energy- 
output and enthusiasm. 


This he could do, and was goaded 
to do by his parents and Sunday 
School teachers, in  pre-Roosevelt 
America. 

Since 1933, however, 
become patriotic. 

Our country had its normal share 
of loafers before FDR, to be sure. 
But they were loafers by choice and 
inclination—not by rational resigna- 
tion. Their relatives took care of 
their minimal needs, lest the family 
be disgraced. 

Nowadays men are told that unless 
they take it easy they aren’t “socially 
conscious.” If they put out extra 
effort, they are warned, poor people 
won't have enough to eat. 


That’s a Lie! 


Nobody has starved to death in our 
country; nor has anyone lacked the 
chance to eat sumptuously and 
lavishly. 

The choice between luxury and 
hoboism was one which every Ameri- 
can could make—up until 1933. 

Since that time, however, Labor 
Union Bosses have deified the loafer 
and shirker, and pooh-poohed or even 
restrained forceably the busting-his- 
buttons worker. 


“Tt isn’t how much you do,” they 
have exhorted, “but how much you 
get.”’ 

“Trust in us Leaders,” they have 
insinuated, “and you'll live off the 
fat o’ the land.” 

We submit the thought that if 
everyone loafs, our country will 
collapse. 

Union-inspired slow-downs’~ and 
feather-bedding, and _ politically-in- 
spired ‘‘do as little as possible while 
getting all you can” attitudes, will 
surely return America-to a pastoral 
existence if they continue. 


Instead of owning automobiles and 
bathtubs and home freezers and 
television sets, we'll hunt and fish 
for food and clothing if everyone 
tries to “get by’ with doing as little 
as he can. 

Let’s suppose that the Slow-Down 
Principle were adopted by the ma- 
liened Bosses. Supposing they loafed 
While signing pay-checks—thus post- 
poning the Union Laborer’s wage 
collections. They could do that, of 
course. They’d be in style if they 
dis! 

‘Vho’d scream then? You know. 

.oafing benefits nobody—least of 
a the loafer. We all have to do an 
h \est day’s work regularly unless 
“are willing that our remarkable 
© intry be returned to the Indians. 


Vinter nights in tepees would be 
ghty uncomfortable. 


'f an assured wage is granted to 
® group of Union Members—no 
itter how much or how little they 
it out—that guaranteed wage be- 
comes a tax on the willing workers. 
Furthermore, the man who accepts 
4 income he doesn’t earn loses his 
dependence. He is beholden to the 
nion for his continued livelihood. 


loafing has 


hat Happens When 
Government Tries to 
Guarantee Wages 

Only by abolishing the right to 


‘.ange jobs can guaranteed wages 


r loafers and misfits be assimilated 
‘o an honest economy. And then 
‘ workers suffer. 
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Defense Dept. Lists Key Occupations 
Eligible for Reservist Deferments 


WASHINGTON, D. C.—Only those 
reservists and National Guardsmen 
in the air conditioning and refrig- 
eration industry who hold a limited 
number of key positions stand a 
chance of getting an occupational 
deferment once they receive their mo- 
bilization orders. 

This was indicated by a statement 
of policy on deferment issued re- 
cently by the U. S. department of 
defense. 

The policy does not apply to 
They will receive more 
lenient treatment. 

Essentially, a deferment for a re- 
servist ‘who holds a critical occupa- 
tion necessary to a highly essential 
activity” will mean only a delay in 
reporting for active duty. He will 
be deferred until a satisfactory re- 
placement can be found, a period not 
to exceed six months, or in special 
instances, a year. 

The defense department listed three 
criteria for delay in call to active 
duty. They were: 

1. Employment, either principally 
or otherwise, in a critical civilian 
occupation or essential activity. In 
this case, it must be established by 
the reservist that there are unique 
circumstances surrounding his work 
which give him essential knowledge 
or experience not possessed by any 
available replacement possessing the 
same skill. 

2. Occupation of a critical key 
managerial position. In this case the 
reservist must show in writing that 
his call to active duty would cause 
material loss in production, services, 
or research necessary to the national 
health, safety, or interest. The 
urgency of the civilian work must 
outweigh the need of the armed 
forces for his services. 

The department added here that 
request for delay in call to active 


Policy on Draftees 


Deferments from the draft by 
P. L. 759, 80th Congress and P. 
L. 599, 81st Congress, ‘Selective 
Service Act of 1948” which states: 

“If an employer wishes to seek 
deferment for an employe eligible 
for the draft he may do so by 
filing such request in writing with 
the local board together with 
any information in support of his 
request. Such information may 
include any documents, affidavits, 
or depositions supporting the re- 
quest.’’ However, to be considered 
for deferment, the following must 
be fulfilled: 

“A registrant’s employment in 
industry shall be considered to be 
necessary to the maintenance of 
the national health, safety, or in- 
terest only when all of the follow- 
ing conditions exist: 

“1. The registrant is, or but 
for a seasonal or temporary inter- 
ruption would be, engaged in such 
activity. 

“2. The registrant cannot be re- 
placed because of a shortage of 
persons with his qualifications or 
skill in such activity. 

“3. The removal of the regis- 
trant would cause a material loss 
of effectiveness in such activity.” 


duty of men under 26 years of age 
will be considered only in excep- 
tional cases. 

3. Enrollment in educational insti- 
tutions or engaged in research and 
scientific activities of primary in- 
terest to the department of defense. 

Bases for determining whether or 
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Westinghouse Issues 
“Black Market’ Warning 
On Builder Sales 


MANSFIELD, Ohio—A_ warning 
has been issued to Westinghouse Ap- 
pliance Division distributors, it is re- 
ported, cautioning them to check into 
apartment house and builder sales 
to make sure they are “legitimate” 
in order to prevent ‘black market” 
operations in refrigerators ostensibly 
sold to that market. 

The warning pointed out that be- 
cause of the shortage of merchandise 
some “black market” operations had 
already started, and pointed out that 
“after the war this sort of thing 
was very prevalent, particularly in 
the apartment house and builders’ 
market.” Distributors were urged to 
check all orders and deliveries care- 
fully to prevent refrigerators getting 
into black market channels. 


June Refrigerator Sales 
Top Half-Million Mark 


NEW YORK CITY —With well 
over a half million refrigerators sold 
during June, the 14 manufacturing 
firms reporting to the National Elec- 
trical Manufacturers’ Association 
chalked up a record 3,062,289 sales 
during the first six months of the 
year. 

More than 1,000,000 8-cu. ft. re- 
frigerators were sold during the 
first half of 1950, the Nema report 
revealed. 

The six months record was ap- 
proximately 33% higher than sales 
during the same periods in 1948 and 
1949 and double those of 1947. It 


(Concluded on Page 25, Column 1) 


N. Y. Water Policies 
May Hit Small Units 


NEW YORK CITY-—A _ further 
tightening of regulations on refrig- 
eration and air conditioning units 
that use water “is in prospect,” de- 
clares New York City Water Com- 
missioner Stephen J. Carney. 


Carney stated that he had been 
conferring with a group of 25 repre- 
sentatives of refrigeration and air 
conditioning manufacturers, and that 
this group would appoint a commit- 
tee to help him study the problem of 
further conservation of water used 
by cooling systems. 

Early this year the Department of 
Water Supply set forth rules specify- 
ing that all water-using refrigeration 
and air conditioning equipment of 3 
tons or more capacity should use 
some water-conserving means, the 
regulation being applied both to new 
installations and to old equipment. 


Now, however, the commissioner 
is pointing out that even a 3-ton 
unit wastes 2 to 4 gals. of water a 
ton a minute. The waste of water 
from the thousands of small cooling 
systems could become a burden that 
the city’s water supply system could 
not stand, particularly as the number 
of systems continues to increase over 
the year. 

“The common objective of the com- 
mittee of city officials and industry 
members,” Carney said, “will be to 
cut down water waste without work- 
ing a hardship on the industry. 


“The industry men recognize our 
great shortage hazard and want to 
go along with us. The conclusions 
we reach, I am sure, will have an 
effect far beyond the boundaries of 
New York City, so what we do must 
be right.” 


Freezer-Video 
10% Tax Seen 
In Effect Oct. 1 


WASHINGTON, D. C.—The pro- 
posed new 10% excise tax on home 
freezers and television receivers will 
in all probability not become effective 
before Oct. 1, according to informed 
sources here. 

The Senate Finance Committee has 
already approved the 10% tax im- 
position on freezers and TV receivers 
for inclusion in the administration’s 
“stop-gap” revenue bill. 

Usual specification in instances of 
this kind is that the tax does not 
become effective until the first day 
of the first month starting 10 days 
after the President signs the tax bill. 
Thus it would seem that Oct. 1 would 
be the earliest date on which the tax 
might be imposed. 

No decision is said to have been 
reached as yet on the matter of 
whether or not a floor stock tax 
will be collected on freezers and TV 
sets in the hands of distributors and 
dealers. 


Calif. Plumbing Code 
Amendment Bid Fails 


SACRAMENTO, Calif.—-A_ pro- 
posal to amend the section of the 
California Administrative Code de- 
fining a plumbing contractor has 
been dismissed by the Contractors’ 
State License Board. 

The proposal, advanced by the 
California State Master Plumbers 
Association, was vigorously opposed 
by the Refrigeration Contractors As- 
sociation of Northern California and 
other groups. 

It would have changed the defini- 
tion of a plumbing contractor to in- 
clude the phrase (in italics): 
by providing a permanent means , for 
supply of safe, pure, and wholesome 
water, to any and all fixtures or 
appliances which require any _ solid 
connection to the water system, 
either with fresh water in, or waste 
water out... .” 

The board rejected the proposed 
amendment at a recent statutory 
meeting held following two public 
hearings of the matter. It gave the 
following reasons for its action: 

“The proposal does not have the 
full support of the proponents and 
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Victor Products Boosts 
Prices as Costs Rise 


HAGERSTOWN, Md. — Victor 
Products Corp. has announced a gen- 
eral price increase effective with all 
shipments on and after Aug. 15, ac- 
cording to J. K. Noel, Jr., vice presi- 
dent in charge of sales. 

The increases amount to 5% on 
all models of freezers except the 
recently announced 7'%-cu. ft. “Polar 
Cub” model, which carries a 10% 
price increase. Other models in the 
Victor line have capacities of 9, 12, 
16, 20, and 30 cu. ft. 

Most of the commercial products 
manufactured by Victor, including 
beverage coolers, milk coolers, ice 
makers, and frozen food display mer- 
chandisers, also have been increased 
5%. However, prices on the stand- 
ard sectional walk-in rooms are not 
being advanced at this time, and 
the company is hopeful that an in- 
crease can be avoided. 

Victor explained that the increases 
were necessary due to rapidly ad- 
vancing costs. 


.goods, 


Gov't Agencies 


~~ All Want Part 
In Control Setup 


No Administering Policy 
Set as ‘All-Out’ Standby 
Controls Near Approval 


WASHINGTON, D. C.-—Passage of 
the Economic Gontrols Bill giving 
the President powers for allocation 
of materials, rationing of finished 
and regulatory powers over 
prices, wages, and credits, seems so 
assured that the big debate in the 
nation’s capital now seems to be 
over “who will administer the regu- 
lations ?” 

It is considered unlikely that the 
Senate will take action on the Con- 
trols Bill until sometime during the 
week of Aug. 21, but the group of 
Republican senators who favor the 
bill are said to have instructed Sen. 
Kenneth Wherry (Neb.) the minority 
leader, to work with the Democrats 
in getting a bill through as quickly 
as possible. 

The question of who is to admin- 
ister the economic controls has re- 
sulted in some “infighting’”’ by vari- 
ous Government agencies. The prob- 
lem would be solved if a provision in 
the measure now being considered 
by the Senate is voted into the bill. 
This provision would require the 
President to set up new control 
agencies. 

Here’s the lineup on “who wants 
what” powers. The Department of 
Commerce wants its department to 
handle allocations and priorities. Sec- 
retary of Labor Maurice Tobin is con- 
vinced that manpower and wage con- 
trols belong under his jurisdiction. 
The Department of Agriculture wants 
control over food rationing and 
prices. The Department of the In- 
terior believes it should naturally 
have control over coal, gas, oil, and 
electricity. 

President Truman has announced 
his desire to hand over administra- 
tion of such matters to existing de- 
partments. And Stuart Symington, 
chairman of the National Security 
Resources Board; is said to favor 
this viewpoint. But many of the other 
officials in the N. S. R. B. are said 
to.favor a plan whereby the Board 
would supervise a new set of con- 
trol agencies. 

One point in favor of new inde- 
pendent agencies is the problem of 
trying to find administrators from 
the business world—as was found 
necessary to do in the days of 
World War II—who would be willing 
to come in and work under the poli- 
tically dominated government depart- 
ments. 


WHAT BILL CALLS FOR 


The House has already passed its 
version of the Economic Controls 
Bill, giving the President authority 
to do the following things: 

1, Assign priorities for defense 
work, require acceptance and per- 
formance of defense contracts and 
allocate materials and facilities to 
to meet such needs. 

2. Requisition equipment and sup- 
plies urgently needed for defense, 
setting fair compensation, which 
the individual owner may challenge 
in the courts if he deems it in- 
sufficient. 

3. Make loans up to $2 billion 
and such guarantees as are neces- 
sary to expand productive capac- 
ity and supply and to build stock- 
piles of critical materials. 

4. Apply price, wage, and ration- 
ing controls when he deems them 
necessary to stop inflation, with 
full discretion left to try volun- 
tary or selective controls before 
resorting to blanket regulation. 

5. Use existing agencies of 
government to admister those con- 
trols until complete regulation is 
applied when he shall create an 
over-all administrative agency, 
similar to the Office of Price Ad- 
ministration of World War II. 

6. Enforce stabilization regula- 
tions by injunctive action, by 
prosecution (penalties run to a 
year in jail and $10,000 fine) or 
by suit for treble damages, plus 
$10,000. 

7. Regulate consumer and real 
estate credit as a safeguard 
against inflation, the realty curbs 
to apply only to new construction. 

8. Waive anti-trust laws under 
certain circumscribed conditions in 
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DRY-KOOL 
BOTTLE COOLER 


iminate slippery wet bottles with a United Dry-Kool. This 
pn ena cooler , sre uick EVEN cooling, clean DRY handling 
and United’s exclusive ‘‘Lift-A-Way” doors. Manufactured in 4, 
6, 8 and 10 foot sizes, the Dry-Kool can be had with either detached 
or self-contained refrigerating unit. 


NO WASTE SPACE 


United Dry-Kool bottle cooler 
efficiently swallows case after case 
in its roomy, well-planned interior. 


SIMPLE TO INSTALL 


Dry-Kools present no installation 
problems... and are attractive fix- 
tures in any business establishment. 


For Complete Information Write or Phone 


UNITED REFRIGERATOR COMPANY 
HUDSON, WISCONSIN 


Carrier Yearly Profits 
Hit New High, But Wampler 
Foresees Supply Problem 


SYRACUSE, N. Y., Aug. 15—Net 
profit of Carrier Corp. for the 12 
months ended July 31, 1950, was 
$2,483,769, or $3.83 per common 
share, as compared with $1,668,743, 
or $2.44 per common share, for the 
preceding similar period. 

Completed business totaled $54,- 
161,991. The comparable figure for 
the 12 months ended July 31, 1949, 
was $50,465,798. 

New orders were booked in the 
amount of $53,417,159. The total for 
the preceding 12 months was $46,- 
155,509. On July 31, 1950, Carrier 
Corp. had a_ backlog of unfilled 
orders amounting to $18,479,263, as 
compared with $16,308,247 a year 
earlier. These figures are exclusive 
of a sizeable government contract 
which has been partially completed. 

Commenting on Carrier’s current 
affairs, Cloud Wampler, president of 
the corporation, stated: “During the 
three months ended July 31, 1950, 
shipments exceeded those of any pre- 
vious quarter in the history of the 
company, thereby offsetting the rela- 
tively low performance during the 
previous six months. 

“While new orders continue to be 
booked at a highly satisfactory rate, 
many uncertainties prevail with re- 
spect to the months immediately 
ahead and also the longer term 
future. The most important of these 
has to do with the procurement of 
materials, especially steel.” 
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T-P* .. . *Time-Pressure defrosting . . . is the big 
news in the refrigeration field. It is the best method 
for defrosting coils in the 24° F. to 35° F. refrigera- 
tion range and higher. Here’s why .. . 

It automatically and correctly varies the defrost 
period as required . . . no more annoying problems 
to determine length of shut-down time which fluc- 
tuates considerably with load and weather condi- 
tions. Yes . . . T-P* avoids unnecessary shut-down 
time by stopping compressor only long enough to 
defrost . . . NO LONGER .. . and does it auto- 
matically ! 

The operation of the PENN Series 325 Time- 
Pressure Defroster is simple. At predetermined in- 
tervals a synchronous timer stops the compressor. 
Then, when defrosting is completed, rising back 
pressure in the system automatically starts the re- 
frigeration cycle. 

Simple, compact and convenient to mount and 
wire, the Series 325 is easy to sell. Learn how you, 
too, can cash in on extra sales and profits . . . ask 
your wholesaler or write Penn Electric Switch Co., 
Goshen, Ind. Export Division: 13 E. 40th Street, 
New York 16, U.S.A. In Canada: Penn Controls, 
Ltd., Toronto, Ont. 


f t tic defrosting 
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Interior (above) and exterior 
(right) of Type 325. Timer 
can be set for one to eight 
“off periods” every 24 hours. 
Length of ‘off period” varies 
automatically with the frost 
condition of the coil. 
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Bastian-Blessing Builds 
Addition to Chicago Plant 


CHICAGO — The Bastian-Blessing 
Co. here, manufacturer of fountain- 
luncheonette equipment, is builiding 
an extension to its Chicago plant, to 
permit the expansion of its Engineer- 
ing and Research Departments. 


The new wing, like the rest of the 
building, is built of light pressed 
brick with 70% of its walls clear 
glass and is air conditioned. This 
new addition brings the floor space 
of the plant to nearly 240,000 sq. 


| ft. 


Harvester Set To Begin 
New Chicago Parts Depot 


CHICAGO — International Har- 
vester has announced that construc- 
tion work on a new building in 
Broadview, a suburb of Chicago, 
will begin within the next two 
weeks. The building will cost ap- 
proximately $5,000,000. 

The parts depot, the ninth of Har- 
vester’s network of twelve to be in- 
stalled throughout the United States, 
will serve as a wholesale parts dis- 
tribution center for company-owned 
district sales offices and branches 
and retail dealers located in Illinois, 
Indiana, western Michigan, southern 
Wisconsin, eastern Iowa, and 
northern Kentucky. The machine 
transfer will distribute International 
Harvester’s refrigeration, motor 
trucks, farm tractors and farm im- 
plements, and _ industrial power 
equipment to a somewhat larger area 
but will not make any shipments 
abroad. 


These four Sherer 10-ft. self- 
serve cases, arranged in an 
island display, have so stimu- 
lated beer and pop sales at 
Sewell's market in Reno that 
the proprietor has decided to 
buy four more open cabinets 
like them for selling pack- 


aged fresh meats. 


Market’s Bottled Drinks 
Go Fast from Open Cases 


RENO, Nev.—‘Buy Your Ice Cold 
Drinks Here.” 

The old familiar cry of the 
vendor is not needed in Sewe: 
market here. Soft drinks and beer a: 
displayed under refrigeration in four 
Sherer Model 2410C 10-ft. self-serve 
cases placed back-to-back. Customers 
just cannot miss the invitation to 
buy offered by this mass display. 

Sewell’s reports that volume has 
greatly increased since installation 
of this imposing display of beverages 
in open cases. Proof of the successfu! 
operation of the _ self-serve cases 
themselves is found in the fact that 
Sewell’s has just placed an order 
for four duplicate cases of the 
2410C model which are to be used 
for the display and sale of packaged, 
fresh meats in conjunction with the 
regular service meat cases. 


Illinois RSES Convention 
Planned for Sept. 15-17 


WAUKEGAN, IIl.—A special pro- 
gram dealing with the “practical 
rather than the mechanical’ end of 
refrigeration is planned for the 13th 
annual convention of the Illinois As- 
sociation of the Refrigeration Service 
Engineers Society, announces Floyd 
H. Tompkins, convention chairman. 

The meeting will be held here Sept. 
15, 16, and 17 at the Karcher hotel 
with the Great Lakes chapter as host. 

Details of the program have not 
yet been announced, other than that 
there will be a banquet Saturday 
night, Sept. 16, followed by enter- 
tainment and dancing. 


Climaxes Personal War 


NEW YORK CITY—Manny Kern 
of Glen Oaks, Long Island, described 
as being in charge of the air condi- 
tioning department of a Brooklyn 
electrical contractor, apparently has 
the kind of fervent feeling for air 
conditioning that all manufacturers 
and distributors would like to inspire 
in their employes. 

Kern is quoted in an article “Get- 
ting Hot About Keeping Cool,” by 
Sam Boal, appearing in the Aug. 6 
New York Times Magazine section. 
Boal analyzes the function of air 
conditioning in one of the best ex- 
planations for laymen yet written, 
then quotes the Brooklyn air condi- 
tioning enthusiast as follows: 

“Kern tends to regard air as his 
personal enemy, and he spends all 
his working hours trying to thwart 
it. If it is cold, he heats it; if it is 
hot, he cools it. If it is dirty, he 
washes it. If it contains pollen, he 
strains it. The only thing he won't 
do is let it alone. 

“Next to air, Kern’s bitterest per- 
sonal enemy is a window. The sight 
of an open one shakes him to his 
roots. 

“*Windows,’ he says. ‘With so 
many windows around it’s a wonder 
we aren’t all dead. Men get killed 
washing them and people get cut 
when they break. Kids are always 
falling out of windows and they 
make a terrible noise when they're 
slammed. ’ 

““A window should be used for 
only one thing; to look out of or to 


| Manny Kern’s Dream of an Air Cooled N. Y. City | 


of Air, Open Windows 


look in. That’s all it’s good for.’ 
“When he isn’t working on air 
conditioning installations, Kern occa- 
sionally permits himself to dream; 
he would like to air condition New 
York City—all of it. He says he 
would place a dome over the city. 


““Plastic or something’ he _ ex- 
plains. ‘Condition all the air in the 
city. People would be happier, 
healthier, smiling all the day. Of 
course there’d be problems. Lots >f 
toxic gases would have to be ccn- 
tended with. Something would have 
to be done about condensation on tue 
shell and we’d have to consider t1e 
problem of sound, since it might 2 
reflected. 


“‘But it would be wonderful. It 
would take a lot of power, sure, but 
we have a lot of power. Atonic 
power. What better use for tht, 
will you tell me?’” 


Court Restrains Baumgarten 
From Cutting G-E Prices 


NEW YORK CITY—A tempora'y 
injunction restraining Arthur ©. 
Baumgarten, doing business s 
Dalmo Sales Co., Brooklyn, from se !- 
ing General Electric products at les 
than established fair-trade pric S 
was granted recently to the man'- 
facturer, the General Electric Cu. 
by Supreme Court Justice Josep. 
Gavagan. 
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AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 21, 1950 


Pastor Believes New Cooling 
System Will Keep Flock 


‘Interested’ In Sermon 


LIBERTY, S. C.—People can now 
worship in air conditioned comfort at 
the Eastside Baptist church here. 

At a cost of $1,725, the church has 
just completed installation of two 
five-ton units in the auditorium to 
become the first church in this sec- 
tion with air conditioning. 

Rev. Mack A. Bryant, pastor, said 
the church had experimented with 
fans around the walls, but found 
they were too noisy. Then church 
officials considered installation of 
two attic fans. 

Finally they decided on air condi- 
tioning, according to the pastor, be- 
cause, “people generally will admit 
that no matter how good a preacher 
is, the listeners can keep their minds 
on his message better if they are 
not melting down from the heat. 

“It is my contention that since 
theaters, banks, restaurants, and 
other commercial establishments 
have installed air conditioning for 
the comfort of their patrons, I feel 
the church should do as much.” 


Fire Destroys $20,000 In 
Equipment at Allied Traders 


BAKERSFIELD, Calif.—Fire, be- 
lieved to have~been caused by a 
static charge in a supply of carbide, 
destroyed an_ estimated $20,000 
worth of evaporative coolers, heaters, 
parts, sheet metal, and tools at the 
Allied Traders, Inc. factory here on 
ro aS 

The firm had just the week before 
leased and occupied the building on 
the outskirts of the city to manufac- 
ture coolers and heaters. About two 
thirds of the contents of the brick 
building were lost in the blaze, fire- 
men said. : 


Refrigeration Economics 
Makes 6% Boost In Prices 


CANTON, Ohio—aA price increase 
of 6% became effective Aug. 15 on 
prices of “Recoy” refrigeration and 
air conditioning products manufac- 
tured by Refrigeration Economics 
Co. here. 

The firm produces air condition- 
ing equipment, unit coolers, and 
other components. 


REWA Board Discusses Joint 
November Meeting with REMA 


CINCINNATI—Board of directors 
of Refrigeration Equipment Whole- 
salers Association held its summer 
meeting Aug. 17 and 18 at the Ter- 
race Plaza hotel here. 

Among the items of business dis- 
cussed at the meeting were plans 
for the joint Refrigeration Equipment 
Manufacturers Association-Refriger- 
ation Equipment Wholesalers Associ- 
ation to be held Nov. 2-4 of this year 
at White Sulphur Springs, W. Va. 


June-July Sales Records Set 
As UsAirco Expands Production 


MINNEAPOLIS —L. P. Hanson, 
vice president in charge of sales, 
United States Air Conditioning Corp. 
here, reports that sales for June and 
July established new 1950 monthly 
ales records for the company. 

Hanson added new business booked 
‘uring the first week of August indi- 
ates that sales are still going up. 
‘roduction facilities have been ex- 
anded to take care of the increasing 

emand for all types of UsAirco 

juipment, he said. 


ethermorater Co. To Specialize 
0 Air Cooling, Refrigeration 


BROOKLYN—H. E. Cropley, for- 
‘erly superintendent engineer for 
lver and Kerr Lines and Francis 
Mc Nulty, formerly of Mc Nulty 
hipyards, announce the formation 


of the Dethermorater Co., with plant 


nd offices located at 80 Hamilton 
\ve., here. 

This company will specialize in all 
Ypes of refrigeration and air con- 
‘tioning for home, industrial, and 
‘arine plants. 

Cropley will be in charge of all 
gineering, while Mc Nulty will 
andle the managerial duties of the 
ompany. 


Seeks More Warehouse, Plant Space 


Masterfreeze Corp. Gets U.S. Contract 
For 386 Pre-Fab Sectional Walk-Ins 


SISTER BAY, Wis.—Masterfreeze 
Corp. here is now working on the 
fulfillment of two government con- 
tracts calling for 386 pre-fabricated 
sectional walk-in refrigerators, re- 
ports E. F. Anderson, president of 
the company. 

Total value of these contracts 
runs more than $600,000, the Master- 
freeze Corp. official stated. The 
walk-in refrigerators being made for 
the government are aluminum clad 
interior and exterior and with a few 
exceptions are similar to the com- 
pany’s regular production. The con- 
tracts call for the box only, the con- 
densing units and unit coolers being 
furnished by other suppliers. 

Anderson says that in order to 
continue production on the com- 
pany’s regular line of walk-in cool- 
ers and home and farm freezers, it 
has rented two additional warehouses 


and is negotiating the taking over of 
another small plant. 

Masterfreeze Corp. is the result of 
the merger of Master Refrigeration 
Sales & Service of Milwaukee and 
Masterfreeze Corp. here. The com- 
pany now operates Master Refrigera- 
tion Sales & Service Co. as a branch 
office at Milwaukee. 

Other officers of the company in 
addition to Anderson, the president, 
are: vice president, Raymond L. 
Beyer; secretary, N. H. Gutknecht; 
and treasurer, D. E. Anderson. 


Army Accepts Traulsen Bid 


WASHINGTON, D. C.—Traulsen & 
Co., Long Island City, N. Y., was 
awarded a contract of $116,388 to 
make 225 refrigerators of 4-cu. ft. 
capacity, the Department of the 
Army announced. 


Philco Begins Allocating 
Products, Outlines Plans 
For More Gov't Production 


PHILADELPHIA — Philco Corp. 
has been “compelled to allocate re- 
frigerators, freezers, air conditioners 
and ranges, as well as television and 
radio receivers, to our distributors 
and dealers,” it was stated by 
William Balderston, president of the 
company, in reporting on current 
company operations. 

The Philco official said that it has 
set aside separate facilities which 
are being devoted exclusively to 
government work in the radar, elec- 
tronics, and thermal fields. 

“The company is in a position to 
very substantially increase its pro- 
duction for the government, while 
at the same time carrying on a high 
volume of civilian production,” 
Balderston added. 

In the three months to June 30 
sales of Philco Corp. totaled $67,525,- 
000, compared with $50,261,000 in the 
second 1949 quarter. 


Big Sales Spurt Cancels 
Typhoon Shut-Down Plan 


NEW YORK CITY—Because of the 
exceptionally high influx of late 
season orders this year, the Typhoon 
Air Conditioning Co., Inc., has in- 
formed its employes that there will 
be no general vacation shut-down. 

In the past, Typhoon has usually 
been able to close shop for the last 
two weeks of August, but this year 
only half of the office and shop em- 
ployes will go on vacation for the 
period, the other half taking vaca- 
tions the following two weeks. 


Frigid Igloo Will Guarantee 
New Price Levels Until Nov. 15 


YONKERS, N. Y. —S. James 
Krakow, executive vice president of 
Frigid Igloo Mfg. Corp. here has an- 
nounced that his firm will guarantee 
its prices up to Nov. 15, 1950. 

The company has issued a new 
price list which becomes effective on 
Aug. 21. 
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to explore this million-square-mile tract of virgin land. 
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Models for every electric refrigeration and air conditioning use... 1% to 5 H. P, 


Today, too, manufacturers of electric refrigeration and air condition- 
ing equipment are blazing new trails, exploring new sales territories 
by combining their fixtures with Servel Supermetic. Because they’ve 


found... 


Supermetic’s Winning Features 


Assure Winning Performance 


ern has proved that a good fixture plus Servel Supermetic pro- 
vides an unbeatable combination. Supermetic’s outstanding perform- 
ance is due to these superior features: 


SEALED-IN 
MOVING PARTS 


All moving parts of 
the Supermetic motor- 
compressor assembly are fully sealed 
against moisture and dirt. Super- 
tough bronze finish resists corrosion 
and rust. 


(F> 
(I x33 


OIL-FREE 
REFRIGERANT 


High capacity and 
efficiency are main- 
tained because Virtually no oil can 
enter the refrigerant circuit. Run- 
ning parts may function without fear 
of oil “slugging’’ damage. 


SMOOTH, QUIET 
OPERATION 


Designed and built 
for smooth-running 
operation, Servel Supermetic is 
ideally suited to the modern require- 
ments of air conditioning and re- 
frigerated fixtures where quietness 
is most desirable. 


FORCE-FEED 
LUBRICATION 


Servel’s force-feed 

lubrication system 
completely and constantly protects 
every vital element—bearings, wrist 
pins, pistons—for extra years of 
trouble-free service. 


HIGH-TORQUE 
ZS. MOTORS 
Supermetic motors 


start easily under any 
normal operating condition. Ample 
reserve Capacity is provided for in 
heavy-duty construction. Sealed-in 
design eliminates manual oiling. 


SIMPLE, COMPACT 
DESIGN 


Troublesome mech- 
anisms have been 
eliminated—no belts, gears, seals or 
pulleys. No expensive motor replace- 
ments. Supermetic is easy to install, 
easy to check. 


P | US — SERVEL’S FIVE-YEAR PROTECTION PLAN—Every fractional- 
size Supermetic (4% through % H.P.) is warranted for five full years. Fixture 
manufacturers are relieved of field replacement problems. Conveniently located 
Servel Wholesalers everywhere carry complete parts stocks, power units, and 
replacements for all models. For complete details write Servel, Inc., Electric Re- 
frigeration Division, Dept. A-83, Evansville 20, Indiana. 
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Limited Controls Can Help 
Country Most, Wilson Says 


WASHINGTON, D. C.— Limited 
economic controls will keep Ameri- 
ca’s economy stable, Charles E. 
Wilson, president of the General Elec- 
tric. Co., advised President Truman 
at a White House interview last 
week. 

Wilson opined that consumer 
prices have remained pretty well in 
line in the face of rising produc- 
tion costs. Further production cost 
rises will determine whether or not 
these price levels can be maintained, 
he indicated. 

As for General Electric, he com- 
mented that the company has held 
the line on prices of all its major 
consumer goods and hoped to con- 
tinue to do so. Current labor nego- 
tiations will have a strong bearing 
on its ability to restrain price rises, 
he indicated. 


Record Sales at Seeger Prompt 
Extra Year-End Cash Dividend 


ST. PAUL—The board of directors 
of Seeger Refrigerator Co. has de- 
clared an extra year end cash divi- 
dend of $1 per share, in addition to 
the quarter cash dividend of 25 cents 
per share on the common stock. 

Both dividends are payable on 
Sept. 27 to stockholders of record 
at the close of business Sept. 8. 

“The volume of sales for the fiscal 
year ending Aug. 31, is expected to 
total between $80,000,000 and $82,- 
000,000—the largest amount in its 
history,” Walter Seeger, president, 


said today. 


Kelvinator Ups Prices 
Of 3 Freezers $10-$30 


DETROIT — Nash-Kelvinator has 
announced increases in prices of 
three home freezer models, effective 
Aug. 14. 

The new increases only partially 
restore a price reduction that had 
been made July 5, the announcement 
revealed. 

In a communication to dealers the 
Kelvinator management told dealers 
that the July 5 reductions had been 
made to meet competition, and that 
the company hoped to offset some 
of the reduction through savings in 
manufacturing costs. 

This has not become possible, it 
was stated, because of the national 
preparedness program, and it thus 
became necessary to adjust prices 
in relation to present costs and pos- 
sible manufacturing schedules. 

New and old prices on the freezers 
are: 


New July 5 June 

Model No. ‘(Price Price Price 
FR 92 $329.95 $299.95 $339.95 
FR 122 379.95 369.95 389.95 
FR 202 549.95 529.95 564.95 
FL 6 229 .95 229.95 239.95 


Lewyt Corp. Gets $16,750,000 
Army Signal Corps Contract 


BROOKLYN — The Lewyt Corp., 
vacuum cleaner manufacturer here, 
has announced that it was awarded 
a $16,750,000 FM radio transmitter 
and receiver manufacturing contract 
by the U. S. Army Signal Corps. 
This order, it was reported raises 
the total contracts assigned to Lewyt 
to $48,000,000. 


Economic Controls Bill- - 


(Concluded from Page 1, Column 5) 


the interest of defense production. 

When shortages and price rises 
first hit, members of Congress re- 
ceived a flood of mail urging all-out 
controls—and quick. In the past 10 
days this type of mail to senators 
and congressmen has fallen off con- 
siderably, but the sentiment is still 
predominantly in favor of controls, 
and is said to be responsible for the 
House action calling for all-out con- 
trols to be used at the discretion of 
the President. 

Typical of some of the letters were 
the following: 

From the president of an invest- 
ment finance company. 

“T am against all controls in gov- 
ernment, but I am more afraid of 
runaway inflation. Freeze all prices 
and all wages at the present date 
or a month back.” 

From an oil heating equipment 
manufacturer: . 

“IT do hope you are successful in 
rolling back prices. On June 16 I 
paid 10 cents a pound for galvanized 
sheets. Today I tried to buy 2,000 
pounds, but could only afford 1,000 
because they had risen to 14 cents a 
pound.” 

From a home furnishings retailer: 

“We need some brake on the mad 
spiraling that is already taking place. 
In one week average costs to us are 
10% higher. The government should 
step in with controls. We’re at war.” 


Reliable Refrigeration Moves 


JOHNSON CITY, N. Y.—Reliable 
Refrigeration, appliance and_ tele- 
vision dealer, has opened its new 
store at 227 Main St. 


(only) 


Delco Single-Phase 
Fractional Motor 


ing Capecitor, % 


Blowers and open 
type Compressors. 


Delco Single-Phase, 
Repulsion Start- 
Induction Fractional 
Motor, 
% h.p. Also avail- 
able in these sizes 


denser start. 


% through 


with Con- 


DAYTON OHIO 


Fa 


Delco Single- 
Phase, Repulsion 
Start-Induction 
Integral Motor, 1 
through 5 h.p. 
Polyphase In- 
tegral, 1 through 
100 h.p. 


Seles Offices: Chicago * é 
Dallas’ * Detroit + Hartford * Philadelphia + St. Louis 


New and interesting—MOTORS ON PARADE— 
a 16 mm film now available for group showings. 
Write Delco Products for full information. 
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OTORS 


Specifically powered for 
refrigeration and 
air conditioning equipment 


Delco motors—both open type and 
hermetic—are especially designed and 
quality-built to meet your individual re- 
quirements. They are quiet, long-lived, 
dependable—are backed by a nation- 
wide service organization with large 
stocks in the field. For the right answer 
to your motor problem, write or call 
Delco Products, Dayton, Ohio, or the 
nearest sales office. 


DELCO MOTORS 


DELCO PRODUCTS 
Division of General Motors Corporation, Dayton, Ohio 


Cincinnati + Cleveland 


eal 
( 


HERMETIC 
MOTORS 


Delco hermetic 
motors Vs horsepower 
up—split phase, con- 
denser start, conden- 
ser start-condenser 
run—are precision- 
made to give your 
products long years 
of efficient operation. 


| Inc., 
| Spencer, 
| W. Miller Co., Omaha, Neb.; Lincoln 

| Equipment Co., St. 


Auction Sale | 


Nebraska Dealer Finds This Type Promotion a Good 
Way To Reduce Stocks of Used Appliances 


LINCOLN, Neb.—An auction sale 
and a frank discussion of the eco- 
nomic situation were used recently 
by local dealers with very good re- 
sults to move both used and new ap- 
pliances. 

Gold & Co. employed the auction 
sale successfully to move a large 
surplus of used ranges and washers 
which had accumulated since the 
Korean outbreak and the ensuing 
wave of new appliance sales. 

A few used refrigerators were in- 
cluded in the sale to draw traffic and 
balance the offering, according to 
Les Strain, manager of the appli- 
ance department, although the refrig- 
erator situation is such in Lincoln 
that used machines are starting to 
find a ready market among consum- 
ers in the area. 

Object of the sale was to reduce 
used stocks and at the same time 
break even on _ trade-ins, Strain 
pointed out. The auction, which was 
the first to be held in Lincoln by a 
major new merchandise retailer, was 
quite successful in accomplishing 
that purpose. 

A well-known Lincoln auctioneer- 
ing firm was retained for the event, 
which was held at night in the 
store’s parking lot. Music over the 
public address system helped to 
build the crowd, while two three- 
column advertisements and several 
radio spots were employed for two 
days preceeding the sale. All sales 
were for cash and final, and there 
was no holding back of merchan- 
dise, he declared. All items offered 
for sale were sold to the highest 
bidder. 

Strain expressed the opinion that 
stricter credit control will create a 
greater demand for used appliances. 
In Lincoln, he said, such controls will 
eliminate only 10 to 15% of the cus- 
tomers and these will be in the mar- 


ket for used appliances, particularly 
refrigerators. 

He also noted that sales of new ap- 
pliances started back to normal in 
Lincoln in August, after a rather 
hectic July. He believed that despite 
allocations and the fact that a num- 
ber of refrigerator food freezer 
models right now are either in very 
low supply or entirely out of stock 
temporarily, his firm could meet 
normal appliance requirements for 
the next 12 months. 

Hardy Furniture Co., which carries 
more major appliance lines than an, 
other dealer in Lincoln, has found i 
advantageous to discuss the curren 


situation in advertisements, accord 
ing to Russell Dodds, advertisin; 
manager. 


The advertisements have stresse. 
that while hoarding is not necessary 
“now is a good time to buy things fc 
your home.” Four reasons have bee : 
emphasized for buying appliances 
the customer has need of them i 
the foreseeable future: 

“1. Prices are lower now than the 
can possibly be for some time ‘> 
come. 

“2. Goods containing metal will f= 
increasingly harder to get—while v » 
do not believe production will be to» 
drastically curtailed, it is certai: 
that such a large and varied sele« - 
tion as we now have will not be ob- 
tainable. 

“3. Credit regulations are almost 
certain to be enacted by our goverr. 
ment at a very early date. We ac- 
vise you to come in now and make 
use of the liberal terms we are still 
able to offer you—-10% down, up to 
24 months to pay. 

“4, We now have a wider range 
of selection in all our merchandise 
than ever before in our history, and 
probably better than we will for 
some time to come.” 


I-H Releases Prices On 


Freezers, Refrigerators 


EVANSVILLE, Ind. — Installed 


| prices on International Harvester re- 
| frigerators and home freezers, in- 
| cluding prices on new freezer models, 


have been released by the company 
recently. 

The suggested list prices are as 
follows: 


REFRIGERATORS 
po BO errr $199 .95 
po ar arr 214.95 
pS: ae er are 239.95 
DE PO ois Shwe de ders 259.95 
(Ge ee ere 299 .95 
eee 339.95 
FREEZERS 
mogel TO TH cu H ..ccs $229.95 
Mogel 1313 123.3 cu. fT ..... 379.75 
Model 158 15.8 cu. ft. ..... 459.75 


G-E Announces Price Rise 


On 4 Rotary lroner Models 


BRIDGEPORT, Conn.— Price in- 
creases have been made on four Gen- 
eral Electric rotary ironers. 

The new list prices are: model AR 
30, $54.95, an increase of $5; AR 50, 
$109.95, an increase of $10; AR 60, 
$149.95, an increase of $10; AR 70, 
$179.95, an increase of $10. 


Revco Names 6 Firms To 
Distribute Home Freezers 


CHICAGO — J. H. Rasmussen & | 


Co., manufacturers’ sales represen- 
tative for the midwest area, has an- 
nounced the appointment of six new 
distributors to handle the Revco, Inc. 
line of home freezers. 
New distributors are: 
Wichita, Kan.; 
Sioux City, 


Henning’s, 
Knapp & 
Iowa; Henry 


Paul, Minn.; 
De Kalb, 
Sales 


Illinois Fluorescent Co., 
Tll.; and Warehouse 
Aberdeen, S. D. 


No More Hot Cases for Chief | 


CLEARWATER, Fla.—Police Chief 
George McClamma’s request for an 
air conditioning unit for his office, 
was approved Aug. 8 by the é¢ity 
commission. 


June Appliance Sales 
Increase In Nashville 


NASHVILLE, Tenn.—June sales of 
refrigerators, home freezers, ranges, 
and water heaters by Nashville 
dealers all gained substantially over 
those of the same month last year, 
reports issued by the Nashville Elec- 
tric Service indicated recently. 

Sales for the 12 months ending 
June 30 also showed considerable in- 
creases over the 1948-1949 period. 


In June, local outlets sold 1,703 
refrigerators, 62% more than in 
June, 1949. They also sold 880 


ranges, 64% more than in the same 
month last year. Water heater sales 
of 637 units represented a gain of 
45% and 51 freezers, a gain of 54%. 

For the 12 months period, these 
outlets sold 12,637 refrigerators and 
freezers, 7,527 ranges, and 5,623 
water heaters. These figures marked 
a rise of 53% in refrigerator and 
freezer sales, and 36% in range sales. 


Co., | 


COMPARE REFRIGERATORS 


Send for extra copies of the 
1950 Household Refrigerator 
Specifications immediately. 
There is still a limited supply 
available. 


These Specifications of household 
refrigerators. in handy booklet form. 
provide you with a solid picture and 
clear perspective of your refrigerator 
line compared to your competition. 
Dealers, servicemen, manufacturers. 
product engineers, and others will 
find these specifications suggest sell- 
ing and servicing ideas and new 
improvements to be used effectively 
in your own work. 


The prices of these Specifications 


are: 
1 to 9 copies ...... 50¢ each 
10 to 49 copies ...... 35¢ each 
50 or more copies 20¢ each 


Send your order and your check to: 


Arr CONDITIONING & 
REFRIGERATION NEws 


450 WEST FORT STREET 
DETROIT 26, MICHIGAN 
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Service Firm’s Suit 
Hits 176 State Tax on 
3oth Parts, Labor 


Story In NEWS Gave Him Idea 


Air Conditioning Dealer Makes Offer To Accept 
Used Room Coolers for Cash or as Trade-Ins 


Welch Fans Get '49 Prices Again 
Because Excise Taxes Were Kept 


CINCINNATI — Because excise 
taxes on electric fans have not been 
removed as anticipated, the W. W. 


larly at Welch Co. has announced that its 
CHICAGO—Newspaper advertising $289.50. Trade now while present fans have reverted to the 1949 price 
’ ap- INDIANAPOLIS—A suit challeng- Offering a “trade-in” proposition on F Wanted are pees An / stocks last. We will allow up to $200 scale as of Aug. 1, the company an- 
1 in ng a age of the Indiana De- used peg vial Hg egy as a | CHOOSE ONE OF 3 GREAT OFFERS on your old unit. nounced recently. 
ther artment State Revenue increasing means of promoting the sales of new ' Sats be Sey Sante tats Re Oenh Goes “Offer No. 2. An official explai - 
spite he state gross income tax on some Philco room coolers brought “fair” Otter apna sy sap npdependy os ate Unit ve caatciey aur aaae eae pany earlier this pat Geaten ae 
sath epair services from %% to a full results for Standard Air Service Co. ee and will pay you up to $200 for your prices in expectation that the tax 
oer ‘~ was filed recently in the Marion here, firm which specializes in mer- nts neem lincleak iE a old unit if you act at once.” would be removed. 
very ounty Circuit Court here. chandising of room air conditioners. STARGES Aan Gee co. | ME TOS Last! The second offer, Ruff said, turned Present prices range from $36.70 
tock Companies engaged in repairing A spell of exceptionally cool we cites Sef eed Oar heen yor pimenodm up quite a few offers of merchandise, for models No. 15 and 20 to $59.95 
meet ousehold appliances, automotive Weather that coincided with the ap- hermes Cree : eee te but many of the propositions had to for the model No. 24. 
for 2rvice work, plumbing, and a wide ee ga of the mip cn A gray ie — i Sones Sonne tothe fo be rejected because of the age and 
inge of other service fields will be hurt the response, declared J. Ruff em: 8 condition of the equi . . 
rries ffected by the outcome of the test Of the company, who said that the —= pany got some at ents. ‘tooeeee, Lancaster Equipment Co. Moves 
an} ise. actual sales made had nevertheless Photograph of newspaper advertisement Of the trade-ins taken in the sale BIRMINGHAM, Ala. — Lancaster 
1d ji Filed by Ferdinand Samper, op- More than paid for the cost of the inserted by Standard Air Service Co. of new conditioners it was said that Equipment Co., which features ‘The 
‘ren vator of J & R Radio Service, In- ®4dvertising, and that some additional - ~ the trade-in allowance given will be Smartest Refrigeration Show Room 
ord anapolis, the suit asked Judge Contingent results had been realized. tried on electric refrigerators. Head- recovered through sale of the units. in the South,” has moved into its 
sin; loyd D. Claycombe to set aside an Ruff said that the idea for this lined “Wanted. . . . Used Room Air “We found that we had to check new home at 421 S. 21st St 
ssessment of $32.33 for the years type of advertising was the result Conditioners!” the advertisement every unit that was offered,” Ruff The firm handles Hill refrigerated 
isin 46 to 1948. of stories appearing in AIR CONDI- _ stressed two offers: said, “but generally speaking the _ store display equipment and Typhoon 
sary Institution of the test suit followed TIONING & REFRIGERATION NEWS on “Offer No. 1. Trade In Your Obso- owners weren't asking exorbitant al- air conditioners. Clyde L. Lancaster 
5 fc formal denial by the State Revenue . similar types of promotion stunts  lete Unit Now. Prices start as low as lowances for them.” is president. . , 
bee | jioard of Samper’s contention he ~ = 
2S should be allowed to segregate in- 
n i come from labor and materials, tax- 
ing the former at %% and the latter 
the at 1%. Where labor and materials 
B to are combined in one repair contract, | 
ithe whole income is taxed at 1%, the 
ll be board ruled. 
2 wv Noting that he has been in the | 
» too yadio repair business since 1934, | 
tals Samper said the department always 
ele: allowed the segregation of income 
, Ob- until the 1947 order. Samper, who | 
studied law nights and was graduated 
Most from Indiana Law School last June, | 
ern - is acting as his own attorney in the | 
ad- test action. 
lake He asked the court to review evi- | 
still dence he presented before a_spe- 
p to cial hearing presided over by Vernon | 
J. Dwyer, head of the inheritance | 
Ange tax division, and an appeal hearing | 
\dise to the Revenue Board at which | 
and Dwyer also sat as judge. Samper | 
for argued that the department erred in 
naming Dwyer to sit at both hear- | 
~ ings. 
Samper’s suit asserted the tax- | 
increase order is “arbitrary, caprici- 
ous, and not in accordance with law.” | 
He argued that his repair contracts | 
were contracts for “additions to 
electronic equipment” instead of 
ss of straight contracts. | 
ges, In ruling against Samper, the 
ville board said a customer orders a | 
ovel radio repaired without knowing what | 
year, parts he may be buying and, for 
blec- that reason, the contracts must be 
considered in their whole. Samper 
ding contended, however, that his cus- | 
> in- tomers always were told how much | 


d. they will pay for parts and how 


703 much for labor. 
in 
Fs Air Conditioning Is Set 
“ For New Falcon Mfg. Plant | 
1 0 
ah DALLAS, Tex.—Falcon Mfg. Co., 
hese Inc., of Grand Prairie, manufac- 
and turer of chrome dinette sets, is erect- 
623 ing a $350,000 modern plant in the 
=o Trinity Industrial District of Dallas. 
ho George A. McNeff, president of the 
‘lt company, said the 234 by 220-ft. | 
— steel and masonry building will | 3 
nave 61,480 sq. ft. of air conditioned | 
a) torte ONLY SUNISO...FOR 25 Y 
house space which will be twice the | eee 
- size of the Grand Prairie manufac- | 
turing plant. 
e. P | Manufacturer Finds Suniso Oils Best Low-Cost manufacturers throughout the re- 
a | : . rie ‘a 
ly. Cooling Texas Hotel May Make Insurance Against Compressor Failures a ae = a wwe ys 
: ee . Suniso , available in six 
rly I Biggest’ One In Waco Area A large manufacturer of com-  conditions—would not provide grades, have low pour points, low 
“a soe oi Ae mercial air-conditioning and  Suniso’s extra margin of safety. . wax-separation points, and high 
wa . aaa S $250,000 refrigeration units recently turned The manufacturer naturally kept dielectric strength. They offer un- 
ae Pogram of air conditioning Waco’s down a chance to save money. on using Suniso. A quarter-century —_ usual resistance to chemical change 
ind — — ae will be Two competitive compressor of experience had proved to him when mixed with Freon or other 
tor “a notype a  eeebetiala lubricants were offered to him— _ that Suniso Oils more than made modern refrigerants. For a copy 
- sens Aa oe -: @ Po ge at prices slightly lower thanSuniso, _up for their small additional cost of the 52-page illustrated bulletin 
a stelry, will be the largest air con- the refrigeration oil he had been __ by insuring him against compres- “Lubrication of Refrigeration and 
ell- pas © bagel _ - using for the past twenty-five sor failures, service headaches, and Air-Conditioning Equipment’’ 
lan a Patien pen agp ose é. "Stosten. years. But practical tests revealed customer complaints. No oil but write Department RN-8. 
ely w eaid. that both competitive products Suniso goes into his units. 
broke down and formed waxy sub- Case histories like this explain —_gyy ou, COMPANY: Philadelphia 3, Pa. 
- ‘rite for Information about Our | | stances; they simply would not why Suniso Oils are the predom- In Canada: Sun Oil Company, Ltd : 
7 FOOT DOUBLE DUTY, | stand up under difficult operating _inant choice of original equipment Toronto and Montreal 
ich SELF-CONTAINED | 
ach porary Bg buy... ——— to operate! 
acked w 1. letel if- | 
al eee SUNISO REFRIGERATION OILS 
a nly sq. ft. floor space. ovides 20 sq. 4, > 
iia — — Se he 6 Gm He | “JOB PROVED” THROUGHOUT THE INDUSTRY 
‘ 
| 4] a «A 4 -« 4) / | 
MINNEAPOLIS 
/MMERCIAL REFRIGERATION EQUIPMENT 
-— “+ 27th Avenue South, Minneapolis, Minn. 
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‘Rolling Showroom’ Demonstrates Appliances to Those Not Otherwise Contacted 


ST. AUGUSTINE, Fla. — Dealers 
who feel that a “rolling showroom” 
is too expensive an investment are 
making a serious mistake, according 
to G. S. Hough, head of Hough Home 
Equipment Co., 144 King St., here. 

“A rolling showroom, provided it 
is set up to demonstrate appliances 
to people who would not look at them 
otherwise, will probably pay itself 
off more rapidly than any other op- 
erating asset the dealer can depend 
upon,” Hough said. 

“We have found, through making 
our rolling showroom an actual ‘roll- 
ing laundry’ that the truck will re- 
pay its cost far more rapidly than 
the same amount of money invested 
in store space, in newspaper adver- 
tising, or other promotion.” 

Hough’s “rolling showroom” is a 
1214-ft. Dodge van truck, which has 
462 cu. ft. of space inside. Instead 
of merely showing a “dead” row of 


major appliances, the Hough unit is 
equipped to actually wash clothing 
when parked outside a _ prospect’s 
door. It has a complete butane-gas- 
powered hot water system and water 
connections which make it possible 
to hook up to the homeowner’s 
garden hose. 

Inside the all-white truck are a 
Norge refrigerator and range, two 
Bendix automatic washers, two gas- 
fired driers, wall cabinets, sinks, 
sewing machine, _ sit-down ironer, 
home freezer, and a variety of small 
appliances. All are connected and 
ready for actual operation. The re- 
frigerators are full of food, and the 
laundry units are ready to wash at 
a moment’s notice. 

Salesmen follow up requests from 
homeowners, who have seen the 
“Phone 1834 for demonstrator” the 
invitation on the side of the truck, 
or a weekly newspaper advertise- 


ment which announces that it will be 
in a specific area. 

Driving up to the doorstep, the 
salesman finds out first what the 
customer needs most, asks her to 
put through her own wash, or to 
try cooking on an electric range. Or 
he explains home freezer operation, 
as the case might be. 

The truck is equipped with a 
water system, operated by a 35-lb. 
butane-gas system, as well as an 
electrical control panel. Water is 
piped in from the _ householder’s 
garden hose, and electrical current 
from the house electrical system. 

The salesman volunteers to pay the 
homeowner for the consumption of 
water and electricity, but only ‘one 
in a thousand” will accept it, it has 
been found. 

Letting the housewife do her own 
laundry and get out her own pots 
and pans to cook, has proven “irre- 


sistible’ in making additional sales, 
Hough has found. 

Invariably, when on call at a 
prospects home, the truck will at- 
tract a dozen or more additional 


Peaslee-Gaulbert Corp. 
Named to Distribute 


Coolerator In Indiana 


DULUTH, Minn.—The Indianapolis 
branch of the Peaslee-Gaulbert Corp. 


women, all of whom want to try has been appointed exclusive Coolera- 


this and try that, with the re- 
sult that one call has been re- 
sponsible for the sale of as many as 
eight appliances within a week fol- 
lowing. 

“We sell refrigerators and auto- 
matic laundry equipment at about the 
same level,” it was pointed out. 
“Probably because the automatic 
laundry equipment is the most un- 
usual, it always receives the greatest 
amount of interest.” 

The truck, which is washed daily, 
and kept waxed to perfection, was 
custom-built for the company by a 
local body-builder. With gold letter- 
ing and trade-marks on both sides, 
the truck is a “rolling billboard.” 


Horne-Wilson, Inc. Occupies 
New Air Conditioned Quarters 


JACKSONVILLE, Fla. — Horne- 
Wilson, Inc., wholesaler of air condi- 
tioning, heating, and plumbing equip- 
ment, and household appliances, has 
occupied its new building at Forsyth 
and Madison Sts. 

Homer W. Miller is manager of 
the firm’s Jacksonville branch, which 
maintains home offices in Atlanta. 

The new structure here contains 
more than 40,000 sq. ft. of floor 
space. Offices and showrooms are 
air conditioned. 


Free Appliance Salesmen: 


CHICAGO—How would you like to 
have a salesman on your staff who 
would sell electric ranges and water 
heaters for you and accept no com- 
mission on the sales? 

That is the proposition that has 
been placed before Chicago appliance 
dealers for the past eight months. A 
growing number of them are taking 
advantage of it. 


these appliances. The activity, to 
which the utility has assigned a crew 
of 25 trained salesmen, has proved 
to be a practical approach to this 
objective and is looked upon by 
utility officials as a long term promo- 
tion of major appliances. 


DETAILS OF OFFER 
Here is the proposition as_ the 


utility made it to the city’s dealers: 
1. The utility’s dealer sales promo- 
tion department representative takes 


The proposition was made by the 
Commonwealth Edison Co. here in 
an effort to increase the sales of 


my 


NOW! REVERE DRYSEAL REFRIGERATION TUBE 


LIGHT waicur Peg 
_ EASIER TO HANDLE © 
_ ECONOMICAL 
CONVENIENT | 


You’ve asked for it, now here it is... 
the famous Dryseal Refrigeration 
Tube in a new, handy, attractively 
designed carton containing 

one 50-foot coil... easier to handle, 
light weight, economical, convenient. 


But the new carton is only one 

of the many reasons for specifying 
Dryseal by name when you order 
from your distributor. For you really 
can do things with this tube. 

Intricate bends can be made by hand 
with little effort. Dryseal can be flared 
for compression fittings without 
splitting. Its ductility and soft 

temper make sure of that. 


Another important feature is the 
absence of moisture in Dryseal. 

A special, precise, mechanical 
double-crimp seal made at each end 
of the tube when it is manufactured 
keeps the inside completely bone-dry 
and free from dirt. What’s more, 

this seal is made in such a way 

that it does not change the diameter 
of the tube. This makes it possible 

to pass the tube through any opening 
large enough for the tube itself. 


Dryseal is now made to new, more 
economical dimensional standards, 
with tube sizes from 4g” to 4%” O.D, 


Those are the reasons why, the 

next time you order refrigeration tube 
from your distributor, it will be 

to your advantage to specify Dryseal. 
He has it and will deliver promptly. 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 


Mills: Baltimore, Md.; Chicago and Clin- 
ton, Ill.; Detroit, Mich.; Los Angeles and 
Riverside, Calif.; New Bedford, Mass.: 
Rome, N. Y. 
Sales Offices in Principal Cities, 
Distributors Everywhere 


Chicago Utility Offers To Provide Them for Dealers 
In Effort To Promote Sales of Ranges, Water Heaters 


one of its own lead-closing salesmen 
to the dealer’s place of business so 


tor distributor in the Indiana terri- 
tory, W. C. Conley, Jr., Coolerato” 
general sales manager, announced re- 
cently. 

One of 14 branches of the parert 
company which was established ii 
1867 with head offices at Louisvill:, 
Ky., the Indianapolis Peaslee-Gau - 
bert operation has been set up t) 
distribute Coolerator electrical aj) - 
pliances in more than 60 Indiar2 
counties. 

Moving from its quarters at 2°1 
S. Illinois St. on July 31, Peasle:- 
Gaulbert is now located in a nev 
building at 1401 Stadium Dr. in I\- 
dianapolis. The building provid:s 
more than 7,000 sq. ft. of ultri- 
modern display space for major a)- 
pliances and home furnishings p) is 
approximately 30,000 sq. ft. o0f 
warehouse area on a _ single-sto-y 
building plan. 

Under a multiple management 
plan, Harley T. Litteral is manager 
of the appliance division and Malccm 


that he can become acquainted with ty Foster is manager of the floor 


the dealer and get information about 
the brands the dealer handles. 

2. The dealer turns over his leads 
on these two appliances to the dealer 
sales promotion department of the 
utility, either by telephone or by 
giving them to the department repre- 
sentative. 

3. All leads turned in by the dealer 
are acknowledged and registered in 
his name. The lead is turned over to 
the salesman who represents. the 
dealer with the prospect. The sales- 
man sells at the dealer’s price and 
on his terms. Sales, and any money 
collected, are turned over to the 
dealer by the salesman. 

4. When a lead is registered, the 
salesman will work in the dealer’s 
interest only for a period of 90 days, 
reporting periodically on his pro- 
gress. If the lead still has possibility 
of closing after 90 days, it may be 
renewed for another 90 days. 


DEALERS ARE PROTECTED 


If another dealer offers this same 
prospect during these periods he 
will be informed of the prior lead. 
Similarly, if the dealer turns in a 
lead which has been previously re- 


gistered, he will be so informed im- 


mediately. 

5. If prospects for appliances other 
than ranges or water heaters de- 
velop as a result of the salesman’s 
call, he will try to close the sale 
for the dealer. If unsuccessful, he 
will notify the dealer of the cus- 
tomer’s interest. 

6. If the utility salesman develops 
a lead for an electric water heater 
from the purchase of an electric 
range resulting from the dealer’s 
lead, or vice versa, during a mini- 
mum period of 90 days, a lead for 
the second appliance will be regis- 
tered in the dealer’s name under the 
same conditions as the first lead. 


The salesmen are compensated 
solely by the utility, which pays 
them a salary and commission. These 
salesmen were selected principally 
from employes of the utility doing 
other sales work who had the quali- 
fications and aptitude for specialized 
dealer selling, W. H. Bromage of the 
utility explained. 


New Orleans Merchants Assn. 
Forms Furniture, Appliance Div. 


NEW ORLEANS—The newly 
formed furniture and appliance divi- 
sion of the Retail Merchants Asso- 
ciation here has elected A. B. Kup- 
perman as its chairman. Kupperman 
is president of two local department 
stores—Joy’s Inc., and Levitan’s— 
and is president of the New Orleans 
Retail Furniture Dealers Association. 


“KNOW HOW” 

MAKE CTI GRADUATES THE 
MEN FOR THE BETTER JOBS 
PRACTICAL SHOP TRAINING IN 
AIR CONDITIONING — REFRIGERATION 
FROZEN FOODS LOCKERS 
ELECTRICITY MAJOR APPLIANCES 
SERVICE, MAINTENANCE & INSTALLATION 
Use CTI Placement Service or write for 
Enroliment Details 
COMMERCIAL TRADES 
INSTITUTE 
200 SOUTH 20TH ST., BIRMINGHAM, ALA. 
MEMBER: 

Southern Association of Private Trade Schools 


covering and home furnishings sec- 
tion. 


Admiral Corp. Appoints 
New Mexico Distributor 


CHICAGO—Cunningham Distribu- 
tors, Inc., Albuquerque, have been 
officially named distributor of Ad- 
miral Corp. covering 21 counties in 
northern New Mexico, Wallace C. 
Johnson, Admiral vice president in 
charge of sales announced. 

Although the firm has been han- 
dling Admiral products since last 
April, Johnson said, the final distribu- 
tor setup has just been completed. 

President of the new _ concern, 
Admiral’s first New Mexico distribu- 
torship, is James E. Cunningham, a 
veteran of 22 years’ experience in 
the appliance business. 

Immediately prior to establishing 
his own concern, Cunningham was 
for the past five years affiliated in 
a sales capacity with Appliance Dis- 
tributors, Admiral’s Chicago factory 
branch. Before that he represented 
other companies in appliance sales. 


Genuine Joe says... 


“Stock WAGNER 
STANDARD ROTORS” 


| am 7 
A stock of genuine Wagner interchangeable 
replacement armatures makes rotor replace- 
ment a fees 1-2-3 job... and the exclusive 


“tell-all” label shows the interchangeability of 
rotors within a given horsepower onWagner 
motors. MS 497 


Wagner Electric @rporation 


6471 PLYMOUTH AVENUE, SAINT LOUIS 14, MO., U.S.4 


| Dual 


2 
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Easily, Safely, Quick’y 
ith 


wit 
ROLL-OR-KARI 
DUAL TRUCKS 


Handling stoves, refrigerato’s, 
freezers and other heavy, awkward 
loads is a cinch with Roll-Or-K:r' 
Dual Trucks. Adjustable to any s ze 
load, Roll-Or-Kari Trucks with te 
patented Step-On-Lift and Web Lo>k 
and Tightener are easy to attach ad 
easy to roll. Foot lever on each tru>k 
raises truck to rolling position. Fo:d- 
ing handles. Capacity 1,000 Ibs. Sh p- 
ping weight 40 Ibs. 

Be thrifty in ’Fifty—Roll-O-K: ri 
Trucks are your’ insurarce 
against time losses and breakaje 
losses. Write today for full inform a- 
tion. Dept. A. 


ROLL-OR-KARI CO. 


- Se ef MANUFACTURERS 
Training in the heart of the South... ZUMBROTA - MIN? . 
-_ 
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Non-Perforated Polyethylene Bags Rate 
Highest In Retaining Quality of Produce 


Pre-Packaging Tests Show Food Loses Less Weight 


COUNCIL BLUFFS, Iowa — How 
much shelf life may be expected for 
yre-packaged produce under en- 
slosed refrigerated display, or self- 
service open type cases, has been 
jetermined recently by a series of 
ests. Experiments have been con- 
iucted on 46 items by Howard Mfg. 
Sorp., polyethylene packaging ma- 
-erials converters here. 

The company, which sup,lies poly- 
sthylene wraps for many large-scale 
oroduce and meat pre-packagers in 


the middlewest, has carried out ex- | 


naustive tests on various types of 
packaging materials, perforated and 
10n-perforated bags, and wrappers 
n order to advise its pre-packaging 
materials customers which wrap will 
give the best service in everyday use, 
under refrigerated or non-refrig- 
erated display. 

The tests, which have been under 
constant operation for the past year, 
covered 290 operations on 46 items, 
comprising 25 vegetables, 16 fruits, 
and 5 delicatessen items. 

Tests show that produce with some 
form of protective wrap loses far 
less weight than that with no pro- 
tection, according to Howard. Tests 
have also revealed that the use of 
refrigeration, coupled with either 
perforated or non-perforated bags, 
can increase tremendously the weight 
retention of the vegetable and, of 
course, its sales value. 


Tests which have been completed 
to date, have been made with per- 
forated and _  non-perforated poly- 
ethylene packages, locker paper, 
mesh bags, and other packaging 
materials. A sharp distinction has 
been made _ between locally-grown 
and shipped-in produce, and tests 
made under refrigeration and at 
room temperatures. 

All of the tests using refrigera- 
tion were carried out in a large 
walk-in refrigerator, capable of 
maintaining temperatures within 2° 
from 20° to 50° F. Most of the 
tests, however, have been made at 
38° or 40° when experimenting with 
refrigerated storage, while a refrig- 
erated open self-service case was 
used for testing packages on dis- 
play. 

One of the conclusions reached by 
the Howard test is that refrigerated 
display and storage results are al- 
most the same, the produce involved 
showing the same amount of shrink- 
age. 

A typical example of the Howard 
testing procedure is a 26-day test 
made on tomatoes. Under this test, 
three groups of two firm, bright red, 
fresh tomatoes were tested under 
refrigeration. One pair was packed in 
non-perforated polyethylene, one in 
perforated polyethylene which allows 
the package to “breathe,” and one 
unpackaged. The three pairs were 
placed side-by-side under 38° F. 
temperature, and daily notes taken 
on deterioration and the loss of 
weight. 

At the end of 26 days, the weight 
loss for the unprotected tomatoes 
was 16%. They also showed water- 
illed dimples and bad spots which 
appeared within 13 days. Tomatoes 
packaged in perforated polyethylene 
bags lost 3.58% weight, and also 
showed a combination of spots and 
dimples, and an unattractive general 
‘ppearance within 14 days. In the 
nperforated film package, the to- 
iatoes deteriorated only slightly. 

In another test, the Iowa plastic 
ickaging firm discovered that there 


' eliminating losses 
om loosened and 
‘acked flare nuts 


culls up 
jreater / 
2rofits< 


n Frost-Tite flare nuts, forged frost- ) 
elief slots provide relief for expanding 
-¢ within the nut, and thus no force is 
created to cause loosening, splitting, or 
racking. Cost no more than ordinary 
‘are nuts—are ideal for use anywhere 
a the system. 
T LEADING WHOLESALERS EVERYWHERE. 
Literature and prices on request. 


iR E ' ORPORATED 


ENOPLE, PA. 


was no weight loss on Iowa corn 
with the husks on, when kept under 
refrigeration for five days in the 
open self-service case. 

General conclusions are that in 
most instances, non-perforated pack- 
aging shows the best results under 
standard grocery store and stoarge 
conditions using refrigeration. 

In all instances, the refrigerated 
group test proved that heat-sealed, 
non-perforated polyethylene’ bags 
kept loss in weight at a minimum 
and eye-appeal at a maximum. 


Guide Lists 200 Commercial Electric Kitchen Appliances 


MADISON, Wis.—A buyers’ guide 
entitled the “Fact Book of Commer- 
cial Electric Kitchen Equipment” is 
now being distributed by electric 
utilities throughout the country to 
restaurant and food service opera- 
tors. 

Designed to _ promote _ electric 
kitchen equipment to restaurateurs, 
the book lists over 200 electrically- 
heated or operated kitchen appliances 
represented by almost 100 manufac- 
turers. The equipment is classified in 
20 sections. 

In its seventh edition, the book 
is compiled and published by Elec- 
trical Information Publications, Inc., 
20 N. Carroll St., here. 

Each appliance is illustrated, fac- 
tually and uniformly described, and 


complete with price information. As 
in previous edition, no advertising 


is carried. 

Among the items listed are fry 
kettles, griddles and grills, steam 
cookers, toasters, waffle bakers, 


coffee urns, glass coffee makers, hot- 
plates, hot food units, ranges, ovens, 
broilers, silver cleaners, dishwashers, 
water heaters, glass washers. 

Motor devices (including such 
items as potato peelers, steak ten- 
derizers, meat choppers, patty 
molders, vegetable cutters and 
slicers, bake shop mixers); fountain 
equipment (including drink mixers, 
multimers, broilers, hot cup service 
stations, soup heaters, chocolate urns, 
minute barbecue equipment, water 
heaters for tea and hot chocolate, 


counter-top ice cream freezer) ;.and 
miscellaneous appliances such as egg 
boilers, hot dog steamers and bun 
warmers, meat slicers, cup and 
saucer dispenser, coffee measuring, 
grinding, and dispensing machine; 
fat filter, plate dispensers, and 
double-boiler type counter cooker. 


Good News for Saudi Arabians 


JIDDA, Saudi Arabia —- Purchase 
and storage of meats, vegetables, and 
other foodstuffs heretofore little 
known in this hot and arid country 
is now possible with the opening of 
a new cold-storage plant here. A 
second plant is under construction 
north of the city. 


joined for continuous display of dairy products, produce 
“or meats. Has controlled temperature and humidity, 
plus Sherer's famous atomized air with directional flow. 


Model 2410CS open 


SS Sadat: 1006 vivtigl Bedi tine 
it two panieudied shelves plus non-refrigerated _ 

mirrored top deck. 6 feet long and designed _ 
for joining any number in tne for continuous . 


. in i 


continuous self-serve core a 


for meat, dairy Pe produce. Features 


the new low-operating-cost wniand 
: al with directional flow. 


Omen 


Here is a new refrigeration idea that is hotter than a firecracker 
. . . that offers new sales possibilities and new profits for you. 
The new Sherer line of open self-service display cases gives 
your customers unheard of economies. They maintain perfect 
temperatures using only a 2 H.P. condensing unit. Look at 
the sales advantages this gives you. 


NEW SAVINGS IN H.P. REQUIREMENTS 

A new scientific coiling system* controls and regulates the air 
flow through the case to eliminate spillage. Cooled air is recir- 
culated without loss. Constant food-preserving temperatures 
are now maintained with a 2 H.P. Condensing Unit (in a 90° 
‘room) instead of usual % to 14% H.P. Unit. This means sav- 
ings in initial cost and savings in electricity up to 30%. 


LESS RUNNING TIME 


Even with a 12 H.P. condensing unit, far less running time is 
necessary to operate Sherer cases with this amazing new coil- 


Retardo, designed specifically 
retarding dough, also serves as 
- general storage or salad ref 
. Holds dough up to 72 hours. i 


*Pat applied for 


case for 


ie deans display, extra 
depth, extra Sonegagy 
Easy to work 


Soe unique lighting errange- : 


2508M Open Self-Serve 
_ Case provides a sales-building, 
_ easy-to-reach display for frozen e 


foods and ice-cream. 


is FIRST AGAIN with 
a NEW refrigeration method 


that CUTS your customer’s costs and BUILDS extra profits for you 


ing system thereby effecting additional savings in electrical 


costs and less machine wear. 


ATOMIZED AIR WITH DIRECTIONAL FLOW ELIMINATES PRODUCT WASTE 

Crisp, cold air with proper moisture content is continuously 
circulated over, under and around all merchandise. This elim- 
inates shrinkage and waste and increases the “tbuy-me”’ appeal 


of the contents. 


ADD THIS TO THE TIME-TESTED ADVANTAGES OF SHERER CASES 


Sherer products have long been known for eye-appealing de- 
sign, profit-building display and dependable construction. 
Their inherent quality helps to build dealer reputations. 
They have a competitive price and a profit-making 
mark-up. That’s why it pays to be a Sherer Dealer. 


Investigate the important money-making 
features of the COMPLETE Sherer line. 


dealers: 


ment that spot-lights the en- 


oc Ae a ih 


Sherer has the products, the 
prices, the name and the pro- 
motion to make ’50 a better 
year for you. 
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Send Coupon Today For Complete Information 
on Available Franchises. : 
Name i 
Address 
City State 
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Crosley Stages Extensive 
Promotion to Capitalize 
On Better Homes Award 


BUFFALO—Having won first prize 
at the Buffalo Better Homes Exposi- 
tion for its modern kitchen display, 
Crosley capitalized on this award 
shortly after by staging an extensive 
promotion throughout the western 
New York area on planned kitchens. 

A full-page newspaper advertise- 
ment was used to launch the event. It 
included a complete directory of 
Crosley dealers in the area. 

The advertisement carried a large 
photo of the Crosley kitchen and the 
caption: “First Prize Winner at the 
Better Homes Exposition. Now At 
Your Crosley Dealer.” 

Copy continued: “Over 75,000 saw 
it—thousands more heard about 
it. . . . Now, this dream kitchen is 
on display at your Crosley dealer, 
and here’s the beauty of it all. You 
can start to own that ‘someday’ 
kitchen right now.” 

Crosley dealers were equipped with 
free planning books which showed 
customers how to establish a simple, 
practical kitchen by acquiring it step 
by step. 


Niagara Falls Store Opens 


NIAGARA FALLS, N. Y.—Floyd 
and James S’dao have opened a new 
appliance and furniture store at 1318 
Niagara St. The S’dao’s have had a 
combined experience of 36 years with 
two of the leading appliance outlets 
in Niagara Falls and now have 
joined in their own enterprise. 


Benefit Programs Make Money Now 


Danforth Co., 


Pittsburgh distributorship, equipped 


this auditorium for the use of 


women's clubs, which like to sponsor benefit activities. The free use of the auditorium, 


plus appliances and maid 
profitable and less bothersome. 
witness a 


Auditorium Equipped 


service afterwards, 
In return for this service the women are asked to 
15-minute demonstration of one of the distributor's appliances. 


helps to make the activities more 


* 


with Appliances 


Offered by Distributor for Use of Clubs 


PITTSBURGH — A _ service _insti- 
tuted here by Danforth Co., area 
appliance’ distributorship, enables 


women’s clubs to stage their benefit 
shows in Danforth’s auditorium and 
make money on the affairs. 

The plan has proved so appealing 


that women’s organizations find it 
necessary to book the auditorium five 
months in advance. 

The idea was originated after a 
survey of women’s clubs here showed 
I. W. Danforth that women were 
more interested in actually trying 
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out new equipment themselves, than 
they were merely sitting for an hour, 
watching a demonstrator. 

Danforth invites groups to prepare 
luncheons in its new auditorium, 
using company equipment. Mrs. 
Elizabeth C. Palmer, home service 
director, presents a 15-minute sales 
demonstration of one product, daily. 

Danforth started the service after 
women, queried on a survey, said 
they (1) seldom if ever made much 
money on their benefits, (2) would 
rather bring their own food (than 
buy it prepared) and save money, 
(3) disliked to carry equipment, (4) 
liked short sales talks, (5) disliked 
cleaning up after a benefit because 
they were dressed up (Danforth has 
hired a maid to clean up for them). 

To insure success of the service, 
Danforth publicized it widely. The 
policy was introduced with a press 
party to which newspaper columnists, 
radio commentators, and home 
economists were invited, and publi- 
city was mailed to suburban news- 
papers. Also, letters were mailed to 
375 club presidents in the county. 

Danforth’s auditorium on_ the 
second floor of the company’s new 
building is a combination club-room 
and auditorium completely equipped 
with a kitchen-laundry-canning-freez- 
ing center. It accommodates 300 per- 
sons at meetings, or 200 persons at 
card tables. 

The auditorium has a stage and 
movie screen at one end, and at the 
other end, the kitchen unit. 

This kitchen has a 10-cu. ft. re- 
frigerator with a freezer chest, elec- 
tric dishwasher, double-oven range, 
apartment range, home freezer, 
laundromat, drier, electric water 
heater, plus traffic appliances: mixer, 
sandwich grill, roaster, auto coffee 
maker, waffle iron, electric griddle. 

The service in addition furnishes 
the clubs with coffee, cooking 
utensils, chinaware, silverware, etc. 

What’s more, the Danforth Co. 
employes’ former parking lot now is 
reserved for women’s club use only. 
All this without charge. 

Groups come early, fix rice 
pudding, bake apples, make _ sand- 
wiches, gingerbread, cookies, and put 


them in the refrigerator or home 
freezer. 
Following Mrs. Palmer’s  15- 


minute demonstration of new equip- 
ment, clubwomen settle down to an 
afternoon of bridge, bingo, 500 or 
canasta. When they’re “dummy” in 
the card games, women stroll over 
to the model kitchen, examine the 
equipment. 

-“This promotion,” she says, “gives 
us a wonderful cross-section of poten- 
tial customers.” 


Mayflower-Thor Dispute 
Goes Back to State Court 


PHILADELPHIA—tThe dispute be- 
tween Mayflower Industries, Inc., of 
Newark, N. J., and Thor Corp., over 
the cancellation of Mayflower’s dis- 
tributor contract with Thor has been 
referred back to the State Superior 
Court of New Jersey where it ori- 
ginated. 

This action was taken recently by 
the Third U. S. Circuit Court of Ap- 
peals. The Federal court declined 
jurisdiction over the case. 

Thor had had the case _ trans- 
ferred from state to Federal jurisdic- 
tion because the two companies were 
“citizens” of different states. 

Inasmuch as Mayflower has named 
Teldisco, Inc., the distributor that 
Thor had selected to succeed May- 
flower, as co-defendent, the Federal 
court declared that Mayflower and 
Teldisco were residents of the same 
state. Therefore, it decided, the case 
should be settled in the state courts. 

The action, it is reported, automa- 
tically negates a temporary injunc- 
tion previously gained by Mayflower 
in the Federal court to prevent Thor 
from selling its goods to Mayflower’s 
dealers through other distributors. 

Mayflower is seeking damages 
from Thor for alleged breach of con- 
tract. It is also seeking reinstate- 
ment as Thor distributor. 


Saving ‘Small Change’ 


Smaliness of the Westinghouse Add-O- 
Bank is emphasized by this in-the-hand 
demonstration. 


* * * 


Westinghouse Bank 
To Promote Time Sales 


MANSFIELD, Ohio—A new mete 
bank sales plan designed to promot 
time sales of major appliances an 
to emphasize ease of paymern: 
through small daily savings has bee: 
introduced by Westinghouse. Electr: 
Appliance Div. 

The plan consists of a savings ban: 
that is available with each majo 
appliance sold. Called the “Add-O- 
Bank,” it will take nickles, dimes 
and quarters, and _ registers’ the 
amount saved. The smallness of the 
bank permits it to be placed in any 
convenient place. 

The bank is designed to encourage 
customers to form a systematic habit 
of saving small change to help pay 
the monthly payments on a major 
appliance. 

Dealers have been furnished with 
a new four-page brochure that de- 
scribes the meter bank sales plan 
and gives suggested advertising mats 
and other promotion aids. The new 
banks are ordered directly from the 
supplier. 


Douma Will Head Sales 
For Electric Housewares 


Div. of Oster Mfg. Co. © 


RACINE, Wis.—George M. Douma 
has been named sales manager for 
the Electric Housewares Division of 
the John Oster Mfg. Co., it was an- 
nounced recently. Douma was former 
sales manager for the Electrical Di- 
vision of Nesco, Inc. 

In making this announcement, John 
Oster, Jr., executive vice president of 
the firm, noted that the company has 
divided its sales management activi- 
ties into two separate operations with 
R. F. Maresh as sales manager for 
the Barber and Beauty Supply Divi- 
sion and the Special Products Divi- 
sion—functions he has_ performed 
with the firm for the past 25 years. 

Douma had been associated with 
Nesco for the past six years, and 
formerly served with the Butler 
Brothers for more than 10 years 
handling promotional activities and 
sales. He originally entered the ap- 
pliance field as a jobber’s salesman 
in Michigan. 


MacDonald Takes Advertising, 
Sales Promotion Post In Texas 


DALLAS — Ewen A. MacDonal! 
has been appointed sales promotio. 
and advertising manager for Capitc! 
Distributors, Inc., of Dallas and Okl<- 
homa City, it was announced her? 
recently. The company is a whol«- 
sale distributor for Admiral app! - 
ances and Remington air conditior- 
ing units in Texas and Oklahom:. 
MacDonald’s headquarters will be 1 
Dallas. 
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“Service Doesn't — Nn 
Falter When it 
Comes From A 
Harry Alter” Va 


> eae * some items up to 60% | 


Here’s Your New Edition of 


HARRY ALTER’S 
DEPENDABOOK No. 153 


Wustrates, Describes and Prices* OVER 9,000 


REFRIGERATION 
PARTS and Supplies 


below regular prices 


Write on your letterhead to 


The HARRY ALTER Co. 


1728 South Michigan Avenue 


134 LaFayette Street 


Chicago 16, III. New York 13,N.Y. 
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38° Found To Be Ideal for Produce 


Sixty feet of Hussmann continuous produce display cases is given much of the credit 


for selling an . additional 
Supermarket in St. Louis. 
factor 


in cutting the spoilage loss from as high as 


$500 worth of produce each week at the Pork House 
Holding the items at an even 38° is said to be a chief 


10% to practically nothing. 


Loss Cut from 10% to Practically Nothing 
As 3° Higher Temperature Is Carefully Held 


ST. LOUIS — Discarding previous 
methods for handling refrigerated 
produce, and developing a system 
whereby little or no reserve stock is 
kept on hand, and wherein refrig- 
eration is applied at every step in 
handling, is selling an additional 
$500 produce volume per week for the 
Pork House Supermarket here. 

Major factor in the increased pro- 
duce sales volume is a 60-ft. Huss- 
mann continuous produce display 
case, which occupies the entire left 
wall of the store. Composed of six 
units, the Hussmann box was built 
exclusively for produce display, in 
place of a row of self-service meat 
cases, which had formerly been 
pressed into service for this opera- 
tion. 

“We found that the standard dairy 
case or self-serve meat case was too 
cold for successful produce display,” 
Raymond Becker, produce manager 
for the big supermarket, indicated. 
“Most such cases operated at 35° F., 
which we found a little too cold for 
most produce items. While the vege- 
tables would stay attractive on dis- 


play for an equal length of time, 
they would break down more rapidly, 
when thawed, and this resulted in 
more spoilage and customer disap- 
pointment.” 

The big Hussmann case, on the 
other hand, operates at 38°, with a 
dial thermometer in each unit, which 
relays this fact to the shopper. With 
a carefully controlled 38° tempera- 
ture, it has been found, spoilage 
which often amounted to between 
6% and 10% with other methods has 
been cut to practically nothing. 

Helping substantially to maintain 
the no-spoilage record, is the fact 
that 90% of the produce sold off the 
rack is delivered directly to the rack 
from refrigerated trucks. An elec- 
tric conveyor carries the produce 
direct from the store’s rear entrance, 
and the Pork House Supermarket 
deals exclusively with suppliers who 
guarantee refrigerated van delivery. 

What remaining vegetables must 
be held in the supermarket, or 
store overnight, are placed in a 12 
by 8-ft. walk-in refrigerator, lined 
with stainless steel. 


Kiernan Gets Panelyte 


Refrigeration Parts Post 


NEW YORK CITY — Vincent L. 
Kiernan has been appointed sales 
manager for refrigeration and injec- 
tion molded parts produced by the 
Panelyte Div. of St. Regis Paper 
Co., according to C. Russell Mahaney, 
vice president of St. Regis and gen- 
eral manager of the division. 

Mahaney also announced the ap- 
pointment of John M. Zeier to suc- 
ceed Kiernan as New York district 
sales manager for the division. 

Kiernan joined Panelyte in 1927 
and since 1941 has occupied the posi- 
tion of New York district sales 
manager. 


With Every 


_ICE MAKER. 


AVE SERVICE — 
ve TASTES, SOLIDS 


BEFILTRINE MANUFACTURING COMPANY 
ae Brooklyn 5 7 New York 


> 
~— 


‘1896 House’ Guests 
Line Up for an Hour 


For Frozen Turkey 


WILLIAMSTOWN, Mass.—Guests 
of ‘The 1896 House,” popular dining 
spot that attracts gourmets from 
points 100 miles distant, frequently 
have to wait an hour or more to be 
seated, but from then on they can 
be quickly served if they follow the 
management’s suggestion by order- 
ing a frozen Turkey Villeroy dinner, 
specialty of the house. 

Now being distributed by the man- 
agement in New York City and 
Boston too, Turkey Villeroy comes in 
a box containing four large pieces 
of frozen boned turkey—two pieces 
of dark meat and two of white— 


Europe’s Frozen Food 
Industry’s Growing, Says 
Marshall Plan Visitor 


BRIDGETON, N. J.—The frozen 
food industry is growing at a rapid 
pace in Europe and is already well 
developed in Holland, according to 
Professor Svend Anderson of Copen- 
hagen, Denmark. 

He is one of 54 technical special- 
ists from Marshall Plan countries in 
Europe who are making an eight- 
week study sponsored by the ECA 
and designed to help increase food 
productivity and food handling effi- 
ciency in western Europe. 

The group recently toured the huge 
Seabrook Farms _ food processing, 
storage, and transportation enter- 
prises here. 

Anderson said Europe needs spe- 
cialized machinery which can _ be 
adapted to its smaller-scale indus- 
tries. 

Sweden is now consuming around 
10,000 tons of frozen foods annually, 
a representative from that countrv 
said. This compares with the 20,000- 
ton capacity of a single storage room 
at the Seabrook plant. 


Madden Sells Delavan Nozzles 
In New England Territory 


DES MOINES, Iowa — Delavan 
Mfg. Co. has announced the appoint- 
ment of John J. Madden, 212 Madi- 
son St., Dedham, Mass., as _ sales 
representative in the New England 
territory on Delavan industrial and 
air conditioning nozzles and agri- 
cultural nozzles and accessories. 


Westinghouse, Emerson Raise 
Prices of Small Motors 10% 


DETROIT—A 10% increase in the 
prices of most of their fractional 
horsepower motors has been put 
into effect by Westinghouse Electric 
Corp. as well as Emerson Electric 
Mfg. Co. 

The price advance by Westing- 
house covers the majority of its 
small motors, while jet pump motors 
are the only ones exempt from the 
increase made by Emerson. Rising 
costs of materials and services made 
the increases necessary, both com- 
panies said. 

Costs of materials entering into the 
construction of motors have advanced 
rapidly during the last few months 
and particularly during the past few 


weeks, it was pointed out by Emer- 
son. 

“Steel and copper prices are at a 
new peak,” the company said. “Zinc 
and lead have advanced sharply and 


there is every indication that the 
price of aluminum will also _ in- 
crease. 


“These advances have not only re- 
sulted in higher costs of materials 
which we fabricate ourselves, but 
are reflected in many of ‘the pur- 
chased component parts used in the 
construction of motors. 

“Effective Aug. 1 a new contract 
was negotiated with our employes 
which provides for increased wages 
and pension of $100 a month.” 


Week-End Trip Contest 


Spurs Summer Sales 


BUFFALO—To promote _ appli- 
ances during the summer vacation 
period, Maisel’s here offered a free 
week-end trip to New York City for 
two as a prize for visitors to the 
store. 

Participants in the contest were 
under no obligation to buy. They 
merely came to the store, filled out 
a contest entry card, and deposited 
it. 

The winner was announced after 
a siated period. 

The contest resulted in a _ con- 
siderable increase in store traffic 
and provided store personnel with 
an opportunity to develop additional 
appliance sales. 


Omaha Bakers Speeding 
Refrigeration Purchases 
Due to Crisis In Korea 


OMAHA, Neb.—Bakers as well as 
homeowners have accelerated their 
buying of refrigeration equipment 
since the Korean outbreak, reported 
Henry Hansen, sales manager of the 
Omaha Bakers Supply Co. 

Recent installations by the Omaha 
firm include two retarded dough re- 
frigerators at the Danish Pastry 
Shop, operated by C. W. Draper at 
North Platte, Neb.; a three-section 
retarded dough refrigerator at the 
Leola Bakery, operated by Sid J. 
Swanson, Jr., at Leola, S. D.; and an 
over-head four-pocket proofer for the 
Swander Baking Co. which is located 
at Huron, S. D. 
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covered with a thick cream sauce | 
made with diced ham, cheese, and | 


spices, a breading, and deep-fat fry- 
ing. Also in the box are three 2-in. 
blocks of frozen paprika sauce. 
The turkey doesn’t have to be de- 
frosted first, merely placed in a 
hot oven for 25 minutes. The paprika 
sauce is heated in the meantime. 


Chattanooga Baptists Cooled 
CHATTANOOGA, Tenn. — The 


First Baptist Church here has com- | 
pleted installation of an air condi- | 


tioning system. 


angles, tanks, etc. 
other metals. 


NEED COLD PLATES? Call DEAN!!! 


For ice cream cabinets, locker plants, soda fountains, farm milk coolers, 
farm freeze cabinets, low temperature test rooms, window displays, liquid 
coolers. Also plates for baudelot-type coolers. Custom built 
plates available on special order such as cylinders, U's, 
Plates available in stainless steel and 


SEND FOR TECHNICAL DATA BOOK 


“DIEALY meses, we 


1042 DEAN ST., BROOKLYN, N. Y. 


MODEL 1407. Self-service 


frozen food display case. 
Attracts and handles more 
buyers, invites more sales. 
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MODEL 306. The sensation- 
al open case with THREE 
refrigerated shelves. For 
profit-making impulse sales. 
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MODEL 6710. 10-ft. long | 
open front case with ex-— 
tra wide display shelf. 
Ideal for produce display. 


MODEL 5710. Open front 
self-service case for pre- 


THE QUALITY REFRIGERATOR LINE 


3 | 


"two Model 3107 
| eases joined 


nae 


QUALITY 


APPEAL 


LONG LIFE 


Full porcelain enamel front, top, rear, 
ends, and interior walls. All steel, 
welded construction. Stainless steel 
floor. Hermetically sealed, triple plate 
glass front. Fibre glass insulation. 


Triple-glazed Loxit type sliding doors 

in molded hard rubber frames. Continuous 
K-Beam fluorescent lighting. Electro-welded 
steel shelves, adjustable to 3 positions. 
Fully-lined, non-refrigerated storage section. 


Proven KOCH Miraflex twin-coil cooling 
system. Insures consistent, trouble- 
free, economical operation. 


ENDLESS DISPLAY 
ENDLESS APPEAL ENDLESS 
ENDLESS PROFITS 


Set ‘em up and start selling! 

KOCH Series 3100 top display 
cases come in basic 7-ft. and 

10-ft. units. May be set up in any 
length, to provide an integral, 
unified, money-making display. Just 
note these incomparable features: 


SINCE 18838 '5449'4(074'¢: WE) A NORTH KANSAS CITY 16, MO. 


KOCH REFRIGERATORS 
North Kansas City 16, Mo. 


RN-17 


Please send me at once, without obligation, complete 
information on profit-making Koch Display Cases and 
Refrigerators. 


eh NAME 
— MODEL 3865. A 65-cu. ft. 
reach-in refrigerator. 
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{INSIDE DOPE 


iby GEORGE F.TA UBENECK 


(Concluded from Page 1, Column 1) 


When job-incomes are guaranteed 
by the State, those jobs and their 
expected output must be fulfilled, 
day-in and day-out. Sickness or loaf- 
ing can’t be countenanced, else the 
State’s Plan would get out-of-kilter. 
Putting it in long-hair words: 


When incomes are guaranteed by 
government, stipulated output must 
be guaranteed, too. 


If the State has decreed that its 
coal mines must produce X tons of 
coal during the year, the miners must 
dig that amount... or else. If the 
miners don’t meet their quota, unem- 
ployed poets and painters, boys hop- 
ing to become professional football 
players, and _ out-of-work textile 
weavers will be re-directed into the 
coal mines. They will have no choice 
of occupation. The goal must be 
achieved—and nuts to personal as- 
pirations or predilections. 


Trouble with this Over-all Job 
Planning is that it breaks down in 
the execution. Those who hate their 
jobs will be a drag on production. 
Few workers are likely to extend 
themselves on an assigned job unless 
it’s demonstrated to them that they 
can advance their standing, their 
reputations, and their incomes by do- 
ing it well. (Which, of course, they 


can’t; because the Union insists that 
all members receive identical wages.) 


Lacking that understanding of ulti- 
mate selfish purpose, they won’t do 
their best unless they’re forced to by 
threats of banishment and brutality. 


In Russia, men are herded into 
unwelcome jobs against their will by 
fear of deportation to Siberia, or 
even by threats of liquidation. 

Under what other System but 
State Planning would compulsory 
resignation to assigned jobs be pos- 
sible? 

Over-all Job Planning is the mili- 
tary method of organizing work and 
allocating duties. Were you a dentist 
in private life? Fine. You’re assigned 
to the Adjutant in Charge of La- 
trines. Are you strong and muscu- 
lar? Good. Here’s your typewriter, 
and your filing-case. Are you an 
expert on European affairs? Just 
what we need. Catch the next plane 
for Indo-China. 

Ill-assorted army inductees do have 
security, of a sort. But do they 
enjoy it? Just ask most of them! 


The Old Army Game 


When universal military training is 
imposed upon a generation, there are 
some youths who welcome it. They 
are in the minority, of course, these 
Mama’s Boys, but they’re happy to be 
relieved of all obligations. 

When this feed-me-Mama attitude 
characterizes a nation—as it did in 
ancient Sparta and modern Germany 
—that nation’s flame is snuffed out 
fast. When a nation’s youth sub- 
merges its yearnings for freedom of 
action to a militaristic “norm,” that 
nation’s demise is not far away. And 
when army enlistees are guaranteed 
“security,” along with civil servants 
and union members, all other seg- 


ments of the population become more 
insecure and uneasy than ever. 

Most important: if a militaristic 
Government overcompensates for nor- 
mal insecurity by protecting certain 
panels of Mama’s Boys, the Area of 
Enterprise is diminished for all 
take-a-chancers. Inasmuch as that 
Enterprise Area is where the taxes 
come from, insecurity for the nation- 
at-large snowballs. 

In the business world, union-guar- 
anteed wages and cartel-protected 
dividends preclude newcomers from 
getting a toe-hold in any occupation. 
The “outs” can’t budge the “ins” 
when government assists in pre- 
serving a monopoly of any descrip- 
tion. 

“The “closed shop” and “fair trade 
laws” are equally culpable in this 
respect. Both types of legal exclu- 
sion and extortion protect the income 
of “insiders’ while throttling the 
chances of “outsiders.” 

Whenever nationalists try to upset 
economic laws by giving “security” to 
certain segments of the population, 
they make earning-a-living more pre- 
carious for the left-out segments, and 
they lengthen the differences between 
the political nepotists and the “com- 
mon people.” 

It always works out that way, 
under any type of regime. India, 
where a government clerkship is the 
highest rank, and where the “un- 
touchables” substitute personally for 
sewers, is a case in point. 


As the Twig Is Bent 


Our sons and daughters are 
inundated by this godless nihilistic 
philosophy of “security at any price” 


® 


ER > REFRIGERATION negs you serve better 


could form 
a profitable 
partnership 


Talk to anyone in the trade who has sold or in- 
stalled Brunner Refrigeration Condensing Units 
and they'll tell you from experience what it means 
in business dollars and cents to deal with a pro- 
gressive, understanding organization that builds 
its products just a little bit better than is expected. 


As a distributor or dealer, you need not be told 
how much easier it is to “sell” a job when you 
are in a position to specify and deliver known 


and accepted equipment. 


The Brunner Manufacturing Company, with all 
their 44 years continual growth, has moved ahead 
so fast these past few years there are still some 


REFRIGERATION 


CONDENSING UNITS — 


...@ size and type 
for every purpose 


AIR AND WATER 
COOLED MODELS 
Ye HP. to P HP, 


a: 


aggressive refrigeration equipment dealers who 
have missed the important details of what we 
may be able to contribute to their efforts toward 
securing more profitable business. 


If you are at all concerned in the sale or installa- 
tion of refrigeration and air conditioning equip- 
ment, Brunner has a story to tell that you should 


at least know about. A factory representative will 


AIR CONDITIONING 


Self Contained Units in 4 sizes: 3-5-7¥%4 and 10 HP. 
Remote Installation Types from 5 to 75 HP. 


call without obligation. Write us and say when. 


BRUNNER MANUFACTURING COMPANY 
UTICA 1, NEW YORK, U. S. A. 


today. Their teachers condemn am- 
bition. Profits, hard work, chance- 
taking and employing are all under a 
cloud. 

“Gold-bricking — the old Army 
game” perches atop the pedestal of 
“social consciousness.” Amazingly, 
loafing and cheating now seem to be 
a manifestation of “liberalism.” 

Horatio Alger has been dead too 
long. Schoolchildren, instead of 
being inspired with the Will to Win, 
have been taught to disregard and 
disrespect all the tested recipes for 
advancement, service, progress, and 
possible opulence which their grand- 
parents learned the “hard way.” 

Safety and security are the watch- 
words today, rather than opportunity 
and zest-for-living. 

This being so, are we oldsters justi- 
fied in trying to re-educate our 
erring progency? Do they deserve 
either security or freedom? 


Of course they do! 
That’s what this essay is all about. 


To paraphrase the Bible: “The 
Truth shall make them free!” 


Back to the Main Track 


Somehow, the trains of our eco- 
nomic and political philosophy have 
been diverted from the main right-of- 
way. Engines and box-cars are 
stalled on weed-infested side tracks. 
Dispatchers are somewhere else— 
away fishing, perhaps. And super- 
intendents are bogged down by de- 
tails. 

Our economic transportation sys- 
tem is gummed up badly. It’s high 
time we put all trains back on the 
right track. 


What’s happened to us is akin to 
what would happen to a railroad sys- 
tem if the engineers of all trains 
stopped anywhere, anytime, to pick 
pretty flowers, to help a _ lissome 
dairymaid with her milking, to take 
aboard a load of tramps, or to gossip 
with a nice old lady. 


Everyone of these stops would be 
“socially purposeful,” but the daily 
New York-to-Chicago train would 
never get beyond Schenectady or 
Altoona if every “socially purposeful” 
sidetrack were explored. 


Life would be a song, indeed, if 
nobody had to bother with work, if 
all sickness were eradicated, if wives 
and mothers-in-law never criticized 
a husband for liking his beer, and if 
we all stopped to sympathize with 
those who wear grudges on their 
lapels. 

But one must adjust oneself to 
things as they are, not as things 
which wishful dreaming might 
imagine they should be. 


Our eager-to-make-the-world-better 
sons and daughters are easily side- 
tracked by Utopian schemes. Day- 
dreaming substitutes for the _ in- 
exorability of the calendar and the 
market place in their sheltered lives. 
It’s all too easy for them to believe 
that through Planning the outrages 
of comparative poverty, flagrant 
riches, bad accidents, and even wars 
can be removed from the Earth. 

But, we would point out to them, 
Planning is a fairy tale. It comes to 
life only in the obsessed minds of 
synthetic artificers. 

Planning, which starts out to elimi- 
nate or ameliorate small miseries, 
isn’t super-human. As a matter of 
fact, it’s usually sub-human; because 
the worst miseries in recorded history 
are the large miseries which have be- 


_ fallen hapless, helpless millions when 


state “planners” either guessed wrong 
or enjoyed their arbitrary powers too 
much and for too long a period. 
Even so-called ‘democratic plan- 
ning” leads to mass_ miseries. 
Majorities can be as wrong as 


dictators are. There’s nothing super- 
human about a majority. 


The Main Track Is 
A Free Market 


If we are to rescue our offspring 
from the zany delusions which they 
lap up like vitaminized chocolate 
milk, we should demonstrate that the 
maintenance of free markets wil 
give them their best chance to “brea! 
in” to the charmed circle of To; 
Dogs. We must show them how the 
can rise to the top of the hea 
through freedom-to-do-and-dare. 

We must clarify this Truth: 

Free markets liberate individual: 
and deify them. In a free marke 
the customer is always right. Whe 
he wants, and is willing to pay fo. 
automatically balances  productio , 
supply, employment, and capital ir- 
vestment. 

“Balance” of all these factors 
the real security for everyone. Go - 
ernment interference with deman: - 
and-supply upsets all calculation ., 
When Planners interrupt, one i - 
balance leads to another until cha 5 
reigns and—always—war ensues. 

When the natural law of suppl: - 
and-demand is allowed to take i's 
course, everyone cooperates in givin :, 


receiving, and working’ together. 
That’s when the _ so-called “littie 
people” are truly the rulers. They 


rise to the occasion, and they live 
sumptuously. 

Cooperative division of labor and 
responsibilities are fulfilled only when 
contracts are honored, property re- 
spected, and toil and imagination 
rewarded. 

Seldom are these concomitants 
signalized. But when they are, YOU 
become the boss, and governments 
intervene only to prevent internecine 
fights, or to adjudicate border-line 
arguments. 

PEACE is a prime requisite of the 
free market. Wars, quarrels, and 
fights interrupt the trader and the 
producer in their missions of satisfy- 
ing human desires. 

Peace and freedom are inseparable 
and often  indistinguishable. To- 
gether, they direct the Pursuit of 
Happiness onto the main track. 


>> 
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Count these BENBAR features! 
They add up to MORE SALES! 


© Hermetically sealed condensing unit 

© Panelyte covered door jambs—Frost break- 
ing lock 

* Trouble free capillary system 

© Two step door construction 

° 4” fiberglas insulation 


Sell the kind of freezer that all America is 
demanding. 2 standard sizes—14 and 17 cv. ft. 


DISTRIBUTORSHIPS NOW AVAILABLE 


Write for full information regarding opportunities. 


AUGUST G. BARKOW 
MANUFACTURING CO. 
2230 S. 48rd St., Milwaukee 15, Wie. 


ALR CONDITIONING ENGINEER : 


A leading mid-west manufacturer, not now in the air 
conditioning field, needs an engineer, experienced and 
now working on 4 h.p. and % h.p. window air condi- 
tioning units, to be in charge of their new air condition- 


ing design department. 


window units complete exclusive of compressor. 


Must be capable of designing 


Must 


have a man with executive ability that understands the 
engineering and application of air conditioning units. 


Write stating experience, 


education, references and 


remuneration expected. Our employees know of this ad. 


Reply Box 3551, Air Conditioning & Refrigeration News. 
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The Sale of Furs Is a Hot Weather Business 


Note air conditioning outlets at rear of Samuel Glass Shop, Philadelphia furrier. 


Ducts 


run from unit installed in workroom. Cool atmosphere in shop is termed a necessity 


since customer's 


it's too warm in the shop, patrons 


selection of fur piece generally takes considerable time. 
may not 


Thus if 


bother to look over much of the 


merchandise. 


Photo shows air conditioner in rear 


furs properly had made working conditions uncomfortable for furriers. 


workroom at 
ventilation in this area plus high heat load from strong lighting needed to match 


Samuel Glass Shop. Lack of 


Air conditioning 


solved that problem, too. 


co 


* 


* 


Heat Waves During Summertime Selling 
Season Have No Effect on Phila. Furrier’s 
Sales After He Installs Air Conditioning 


PHILADELPHIA — Installation of 
an air conditioning unit in the 
Samuel Glass Shop, furrier here, has 
resulted in more sales during the 
hot weather season and better work- 
ing conditions. 

Summer is one of the best seasons 
for fur sales and it is the best 
period to start remodeling jobs so 
that coats will-be completed in time 
for the fall season. 

Customers as well as retailers are 
plagued by the heat which keeps 
them from spending the necessary 
time in a furrier’s shop to make a 
purchase or to have coats remodeled. 
Excessive heat is also the cause of 
high labor turnover. 

When women come into the store 
to try on coats, they seldom stay 
long enough to see the large stock 
available because the heat makes 
them restless, a spokesman said. 
Selling furs must be done under the 
best possible conditions. 

\nother problem furriers have to 
contend with is that customers 

‘dom come into the store alone. 
They nearly always bring someone 


“Less Space... 
Cools Faster : 


bottle beverage 
coolers 


Be 2953 EASTON AVE., ST. LOUIS 6, MO. 


with them. It is important to keep 
those who accompany the customer 
comfortable, too. 

A woman looking at furs is al- 
ready sold on the idea of buying. 
While she may be easily pleased, it 
has been found that it is the friend 
or relative who finds all the prob- 
lems, complaints, and makes a sale 
more difficult. If the other person 
doesn’t want to remain in the store, 
the customers may leave with him. 
For this reason, both persons must 
be made comfortable. 

The air conditioning unit at Glass’ 
has helped to keep these customers 
comfortable while trying on and ex- 
amining coats. In fact, they are often 
extremely reluctant to leave the 
store. 

In addition the sales personnel can 
wear suit coats and make a more 
presentable appearance while on the 
sales floor. 

Ducts which carry the cooled air 
have been placed across the rear 
of the store and supply an even 
temperature. The unit itself has been 
placed in an adjacent room which 


is used for the repair and remodel- 
ing area. 
Here, too, air conditioning has 


paid for itself. Furriers working on 
a time basis took considerable time 
for refreshments and would walk 
away from the cutting table and 
sewing machine because the heat 
troubled them. Working on furs 
must be done carefully and a lot of 
light is needed to see that skins are 
matched properly. Thus, the extra 
heat load from the lights made it 
even more uncomfortable. 

Because the workshop is in an en- 
closed area, there is no outside ven- 
tilation and the odor of the furs and 
the heat combined to reduce produc- 
tion. 

With the installation of the air 
conditioning unit, the furriers spend 
more time on their jobs and stay 
later because it is comfortable. The 
time gained by the furriers is said to 
be sufficient to pay for the entire in- 
stallation.. 


School Plans Course on 
Selling Air Conditioning 


DETROIT — Departing from _ the 
strictly technical aspects of trade- 
school training, Detroit Air Condi- 
tioning Institute will begin a new 
course on “Selling Air Conditioning” 
on Sept. 12. 

George H. Clark, the _ institute’s 
director, said the aim of the school 
is to provide a training for salesmen 
in vital selling essentials to aid in 
the marketing of air conditioning, re- 
frigeration, and heating equipment. 

The institute’s sales training will 
be related to the technical course so 
as to allow the salesman to use his 


engineering skills as a working sales — 


tool. 


Instruction will combine classroom | 


and laboratory training. Extensive 
use will be made of audio-visual aids. 
Guest speakers will include sales 
and engineering executives from all 
branches of the air conditioning, re- 
frigeration, and heating industry. 
Regular instructors will be men of 
the industry with qualifications as 
salesmen or technicians, or both. 


Houston Group Elects 
E. H. McLane President 


HOUSTON, Tex.—E. H. McLane, 
manager of the Coastal Equipment 
Co.’s air conditioning and refrigera- 
tion sales department, has been 
elected president of the Air Condi- 
tioning Association of Houston. 


Other new officers are Elliott 
Floetter, vice president; K._ S. 
Gregory, secretary; and Ely 


Scheaffer, treasurer. 


pereoir. CERTIFIED VALVES and CONTROLS. 


a8 oa 
No. 683 
Solenoid 
Valve 
No. 777 
it Thermostatic hs : 
Expansion No. 450 FB3 
Valve Pressure 
Control 
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Deal with Authorized 
DETROIT Wholesalers! 


REFRIGER 
ETY CONT 
BURNER IP- 
ON VALVES AND 
ORIES @ STATION- 
E LUBRICATORS 


ON 
LSe 


DETROIT HEATING AN 
CONTROLS e ENGINE SA 


5900 TRUMBULL AVE. 
DETROIT 8, MICHIGAN 
Division ot Amraicay Raviator & 
Standard Samitary corronation 
Canadian Representatives: RAILWAY 
& ENGINEERING SPECIALTIES, LTD.— 
Montreal, Toronto, Winnipeg 


home amd & 


AMERICAN-STANDARD + AMERICAN BLOWER + CHURCH SEATS 


DETROIT LUBRICATOR + KEWANEE BOILERS + ROSS HEATER + TONAWANDA INN 


® 


“Mirror-smooth”™ 


Both ends 
cup-sealed 


individual cartons 


eT 


Packed in Moisture-free 


Dirt-free Chip-free 
Grease-free 


commendation 


_and for a 
vibration-free line, 
use American 
Vibration Eliminators 


Accurate 


O.D.and |. D. 


See your jobber for ANACONDA Refrigeration Tube 
and American Vibration Eliminators. Both 

are products of The American Brass Company, 
Waterbury 20, Connecticut. In Canada: Anaconda 
American Brass Ltd., New Toronto, Ontario. 
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REFRIGERATION TUBES 
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CLEANABLE 
WATER-COOLED 


CONDENSERS 


More Efficient Double-Tube 
Counter-flow Design 


rerio ° 
ee sate 
= Al Hit | 4! Capacity 
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WHOLESALERS IN PRINCIPAL CITIES 
Write for Catalog and Prices 


itchel / 


Halstead & M. 


BESSEMER BLDG. PITTSBURGH 22, PA 


Send for FREE CATALOG on Your Letterhead 


past MAIL SERV/CE/ 


Speedy, friend] same-day service ‘e from our 
aces. opuaglaas aia of... ie 


REFRIGERATION, AIR CONDITIONING 
_ & HEATING SUPPLIES, 
- TOOLS & EQUIPMENT 
res for Better, Faster Servic 


SERVICE PARTS CO. 


MAIN OFFICE * 2511 LAKE ST., MELROSE PARK, ILL. 
BRANCH STORE * 724 BROADWAY, ROCKFORD, ILL. 


| Designed to answer the prospect's 


| freezer 
developed for Amana Refrigera- 


story. This it does by developing 
| the step-by-step story as the pages 
| 


ing piece which explains the size 


Prospect’s Big Question About the Home Freezer - - 


What Will It Do For Me? 


question “What Will a Home 
Freezer Do for Me?" the home 
manual 


easel-type sales 


tion, Inc. has another vital func- 
tion. That function is seeing that 
the salesman talking to fhe pros- 
tells the freezer 


pect “whole” 


of the manual are flipped over. 
In this 
has come to the part of the sell- 


picture the salesman 


ok * * 


NEW YORK CITY—“What will 
it do for me?” 

The right answers to that question 
are important in selling anything, 
but are more than doubly so in sell- 


(| 
| 
() f . 
WHEN 70 987 FO80S (x 0 Mag 
<a 


ing home freezers for this one simple 
reason—well over 99% of the pros- 
pective purchasers never owned a 
freezer before. 

Thus it is vital that the selling 
and sales promotion job of the 


on 


“eee Y Arse 


Valves, Driers, Strainers, Control Devices 
and Accessories for Refrigeration 

and Air Conditioning and 

| Industrial Applications. 


mete 
4 


CONTROLLING | 
row 


“PLUS THESE 
Added High — 


‘Quality Feature 


i. 


= re wee 
ak 


All Brass Construction —highly polished. 


y® Choice of Silica Gel or Ducal Drierite. 


40 x 200 mesh outlet screen. 


Wide wrench flats facilitate installation. 


Furnished with flare nuts and seal bonnets. 


Listed by Underwriters Laboratories, Inc. 


SOLD BY LEADING WHOLESALERS 


HENRY VALVE Co. 


i 


Size connections 4%", ¥%” and 2" flare—8 to 32 cubic inches capacity. | 


Melrése Park, Il. (Chicago Suburb) Cable: HEVALCO Melrose Park, Minais 


--Full Story on Savings Can Lead to Quick Sale 


the 
family. He 


best suited for 


particular 


of freezer 
prospect's 

points to a chart on the black 
“floor’’ on which the freezer stands 
which shows how much money can 
put to 


be saved if freezer is 


maximum use. On_ flipped-over 
back-of-page facing the salesman 
is a reminder of the model that 
is being discussed, data on maxi- 
mum savings, and monthly pay- 
the 


Chart on back wall shows 


ments needed to purchase 


freezer. 
when to buy foods to freeze, and 
in various 


the savings possible 


types of foods. 


dealer selling home freezers does the 
“whole job” of answering the pros- 
pect’s question “What will it do for 
me?” 

That’s the task taken on by Maury 
Bergman of Maury, Lee & Marshall 
advertising agency in working with 
George Foerstner and Ed Hinchliff 
of Amana Refrigeration, Inc., home 
and farm freezer manufacturer. 


| Bergman got the job of promoting 


the Amana line after the Amana 


| executives had been rocked by the 


Glass Wool Pads provide progressive filtration and spring action on dehydrant. | 


Forged Brass End Caps with integral flare line connections, silver brazed to shell. 


sales job on Amana freezers by Val- 


| mart Equipment Distributors, Inc. in 


the New York City metropolitan area 
(with Bergman handling the promo- 
tion). 

At a time when other metropolitan 
areas were virtually at a standstill 
on home freezer sales the New York 
area was outstripping even some of 
the lush farm areas in freezer sales 
performance. Bergman had _ used 
some special appeals in New York 
that had resulted in a high propor- 


tion of the sales to commercia| 
establishments, but Bergman felt th= 
basic thinking could be applied t» 
the mass of homeowner prospects, 
because it would answer that ali. 
important question— 

“What will it do for me?” 

That the formula used has bee 
successful is attested to by the fact 
that Amana sales this year have 
broken all records by a considerab 2 
margin. 


Salesman’s Point-by-Point 
Story ‘Sinks In’ Faster 


While the program has embrac: j 
all the standard elements—clev. r 
promotion pieces, newspaper adve - 
tising mats, store literature and we | 
charts, and a planned home econ - 
mist demonstration that has serv d 
to arouse much interest—the “knoc -- 
out punch” that is the answer to te 
“what will it do for me” is a step-b-- 
step selling manual designed to t:|l 
customers the Amana freezer sto y 
in simple but forceful terms, aid 
leaving no question unanswered. 

The step-by-step selling manual s 
a double-edged sword, so to spee<. 
It puts across the story to prospecis, 
but also because it makes the sales- 
man go through the step-by-st:p 
story over and over, it plants its+if 
firmly on his consciousness! 

The manual sits up on the de:k 
easel-style with the pages flipping 
over on a plastic ring binder at tie 
top. 

The manual starts out by showing 
a typical Amana home freezer 
family, the MacGregors, two children 
and two adults, the average size 
family of four (3.7 according to U. S. 
Government statistics). This family 
owns one of the new Amana 12-cu. 
ft. home freezers that comes in both 
chest and upright models. 


Show Each Member of Family 
What Freezer Means to Him 


In the manual the various men- 
bers of this typical family tell what 
the Amana freezer means to them. 
Mrs. MacGregor tells how she buys 
fresh fruits and vegetables in quan- 
tities in season to store for off season 
use; how she bakes in quantity and 
prepares meals in quantity, then 
packages and stores them in the 
freezer for future use. She describes 
how this eliminates wasteful shop- 
ping trips and also enables her to 
plan better meals far ahead. 


(Concluded on next page) 


eo 


Your Construction Methods 
with Engineered KOLD-HOLD Liners 


You save hours of valuable construc- 
tion time and build extra efficiency 
into refrigeration equipment, by using 
prefabricated Kold-Hold Liners. These 
Liners quickly slip into place to pro- 
vide adequate refrigeration for the 
sharp freezing, cooling and holding of 
all types of foods and perishable prod- 
ucts. The inner surface is smooth and 
sanitary — no other linings required. 


There are no refrigeration joints to 
become damaged with the complete 
cabinet liner. Liners are fabricated 
from Serpentine Plate Evaporators 


without interfering with the Serpen- 
tine principle of refrigerant flow. 
Therefore, they retain all the advan 
tages and proven dependability o/ 
Serpentine construction. 


Kold-Hold Prefabricated Units save 
time and money for the manufacturer, 
service engineer and user. They ir- 
crease efficiency and reduce the cost of 
both domestic and commercial refrig- 
eration equipment. They simplify cor- 
version of obsolete equipment to mec‘ 
today’s standards of efficiency and de- 
pendability. 


See your service engineer or write us for details. 
Immediate delivery from jobbers’ stock in principal cities. 


SERPENTINE 
EVAPORATORS 


KOLD-HOLD 


protects every step of the way az= 


al 
- = 


[TT ee ee a ee 


— eR he Oe 


~ 09 


— 
= 


|| eee 
| : | Fe 
3 " Hi re Y q [ 
Z ae a) — 
ae ‘ & s 7 = 2 & 2 se : a 
cs Pe a . en > ae se 
oF BA i if ‘a i a 
aa ; oe ees et cee eee | 4 & : a : ee : “ j sii a 
| wales a Ri ? 4\ ae | - 
| i me a” fe See ‘ . 
: | i 
: Ts: : 
‘ r 
pl P 
| tl 
Tene ee ee eR Leen eS Oo 
| 
Eb Re iMRI cores Ug aT iy oye ig aS eee: oie ai abies a Ral aac eae ee ane, | ‘. 
| es ee Po v 
ee a 
ee : 
, : ir 
[es ti 
l/ | 
tl 
: ' , | ) 
Ee W 
- ke 
7 : 7 : C 
® e. hy + | 
Dehydrant Capacity in this New Type 705 Drier | 
e it ja eee eee en? ee” Ss ee er ee 2 es al 
EE eRe hg oi. a ee oes eee — ee ee ee te 
ES” at aR Re ae CPT x a es ee om a ype fae : oS ee ce ‘Vs a 
Pe ep RS Sars x = aI OF Dalian: | & , ee) p \ ‘ 
- aA Nig ae. — bo a Hs ' to 
; on PAH (J |  *. es : -. ; ae: oe : ' : pr 
. a rey yh C2TY) _—— AF z Loa ‘0 
5 V ef e ea -. | > iy = ia ’ “il ie 4 ° a | : 1% “ : 0 
Fa e C2- 6, ; ee i t. Ro as aoe ane ‘ a LP x §3 : : pr 
a a Y } | ? ir i | ce i, i a = oa ae : = ait > | us 
ot az —— Gy tee ‘ a 
; — ee /. — ae | — OE i | 
* 4 ; os AN cal of eee P EE — i a a At eS ee | . ° Pp \ ‘ | 
ia Po re asi : | : 
eee . 
| -“ sa 
: \ . $1 
v | pr 
, | | ' 
: ee 
, | 
3 1 
a ; 0 
7 FE 
04 
4 | m 
7 0D | ’ 
. ’ | | a 
a r fe 
| ua, . : 6ee | I 
once ma 
| | ae om 
4 3 an pita aaa ro = PREFABRICATED [| 
Ree <A vaste enmien 7, ‘ 
ee 
_ 
V0 rs 
eee - 
- = = ee . mame KOLD-HOLD MANUFACTURING CO., 500 E. Hazel St., Lansing 4, Mich. | 
' eo ee : . we a 7 P ater Pig Teh Mg ee f ‘ 7 ‘ Ks AS al a ~ : Fale i : a a i > 
pil’: ¢ aes Laas a *é i : > Re aes ee tages Ee 7 a on ia ‘air Oy -" A x a as 0 es ’ ‘ . = , y sa 


AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 21, 1950 13 


Successful Freezer Demonstrations Don’t 
‘Happen’--They’re Planned, Amana Stresses 


(Concluded from preceding page) 


To Mr. MacGregor the home freez- 
er means a cut in the food budget by 
about 20% for Mrs. MacGregor can 
purchase large quantities of low- 
priced specials. 


To the children it means there is 
always plenty to eat on hand for 
unexpected friends; lots of ice cream 
always in the freezer; no more hash 
but good fresh meat every day and 
no last minute shopping errands for 
Junior. 

The MacGregors’ neighbors tell 
what they have observed the home 
freezer has done for the family. The 
doctor observes that the MacGregors 
enjoy healthful balanced meals at all 
times with all nutritious vitamins, 
juices, and flavors remaining intact 
and fresh vegetables and_ tree- 
ripened fruits on the table 12 months 
of the year instead of just season- 
ally. 

The food market proprietor sees 
the MacGregors buying 20 and 30 
pounds of meat, fish, poultry at a 
time thereby taking advantage of his 
low-priced specials; their friends see 
them living a lot better for a lot 
less and decide to follow their ex- 
ample by also investing in an 
Amana home freezer. 

Then the discussion veers to the 
matter of “what are the elements 
in the freezer itself’ that will assure 
the prospect that he is getting the 
right kind of a product. Several 
pages are then devoted to describing 
the design and construction features 
of the Amana line, and what they 
mean to the freezer prospect. 


The manual tells that the two most 
important benefits a home freezer 
will give the purchaser are economy 
and convenience. But the purchaser 
will only get the most benefits from 
a freezer when he follows the most 
important rule of all and that is fit- 
ting the freezer to the family fol- 
lowing this accepted size standard: 
three cubic feet or more of freezer 
space for each member Of the family, 
with farm families requiring at 
least 6 cu. ft. per person. 


Chart Shows Customer When 
I’?'s Best To Buy Foods 


Then the manual shows a savings 
chart indicating the months in which 
to buy meats, fruits, vegetables, 
poultry, seafood, butter, and eggs. 
When the dealer shows this chart 
to the prospect he should ask how 
many in the family of the prospect 
and depending on the answer “2, 3, 
4, 5, or 6” he will flip to a certain 
page and that will show what par- 
ticular model of Amana home freezer 
to buy and will tell how much the 
prospect will save per month when 
the freezer is put to its maximum 
use. 


Data Indicates Family of 4 
Can Save $25 Per Month 


For example, for the family of 4 
(3.7 average American family), the 
Amana 12-cu. ft. would be used with 
savings of $6.03 per month on meat, 
$1.13 per month on poultry and dairy 
products, $6.20 per month on 
desserts—ice cream and fruit, and 


MOTOR-BASE 
ADAPTERS 


| Our No, 103-C 1 to 3 

/ . p. motor adapter 

' set is rapidly gaining 
sopularity with air 
onditioning equipment 
nanufacturers, and 
service engineers. 


SERVICEMEN SEE YOUR JOBBER 


Motor Adapter Corporation 
4730 JOY ROAD 
DETROIT 4, MICHIGAN 


Yq to Yq hp.—101-D 
Yo to 1 hp.—102-C 
1 to 3 hp.—103-C 


@ 


$9.66 savings on vegetables and 
savings of $2.60 on leftovers making 
a total savings per month of $25.62. 
All these figures have been carefully 
worked out in accordance with 
tested government statistics. 


Manual’s ‘Swingout’ Pages 
Help Patron ‘See’ Freezer 


The salesman—and the manual— 
get down to business in the next sec- 
tion, which is “fitting your freezer to 
your family.”’ Based on the formula 
of “3 cu. ft. or more of freezer space 
for each member of the family,’’ the 
story tells itself in a series of very 
cleverly designed ‘“‘swingout” pages 
which show the Amana freezers in 
three-dimensional effect. 


On the “black floor’ on which the 
freezer stands are charted figures 
which show how much the family 
of a specific size can save per month 
when putting the freezer to its maxi- 
mum use. 

On the back of each of these pages 
is a guide for salesmen which says, 
for example, ‘Customer is now look- 
ing at Amana model 60 for family 
of two. Features are... retail price 
is . . . monthly payments are . 
possible monthly savings on present 
food bills. . . .”. Thus charted for 
the salesman is the exact sales story 
on the particular model which the 
prospect should purchase. 

To wind up the story the manual 
has a page which explains the war- 
ranties on the freezer itself, and also 
the food protection plan which guar- 
antees the purchaser ‘protection 


against food spoilage in the freezer | 


for five years. Final page tells the 
story of the men who make the 
Amana freezer—unusual, of course, 
because of the nature of the Amana 
Society organization, the tradition of 
craftsmanship, etc. 

Bergman, of course, has not con- 
fined promotional efforts to the man- 
ual. 
pieces and newspaper advertising 
mats were prepared and made avail- 
able for the Amana dealers. 

Probably most unusual among the 
promotion pieces are the “Food Sav- 
ings Chart and ‘When-To-Buy’ Cal- 
endar,” and the A?nana Freezer 
News. 

The former is a small envelope 
stuffer which has a clever calendar- 
type “when-to-buy” chart, showing 
the items to buy and stock in the 
freezer each month in order to ob- 
tain maximum quality and savings; 
the savings chart that shows how 
much can be saved each month on 
meat, poultry, desserts, vegetables, 
and leftovers; and illustrations of 
various models in the line and how 
they fit various-sized families. 

The Amana Freezer News is a 
letter-size tabloid newspaper, cleverly 
made up, and heavily emphasizing 
informative materials, such as reci- 
pes, methods of preparing fish for 
freezing, testimonials from _ users, 
comparisons of time, effort, and ma- 
terials needed between freezing and 
canning, recommended maximum 
storage periods for frozen foods, and 
very little pitch for the product 
itself, but plenty of invitation to the 
user to seek information about the 
Amana freezer. 


Check-List Tells How To 
Run Freezer Demonstration 


Last but not least is the outline 
for home _ freezer demonstrations, 
staged by home _ economists—and 
Amana has one of the largest pro- 
grams of this type in the field. The 
outline points out that while the 


distributor will furnish a company | 
it is | 


home economist demonstrator, 
up to the dealer to attend to certain 
details in order that the event will 
be a success. 

The outline is full of important 
ideas and suggestions which many 


Refri geration Units 
WANTED 


Desire to purchase 4g to 1-HP Sealed or open type; 
standard brands; Complete condensing units; Also parts; 
Give full details. 


HARWOODE EXPORT CO. 
31 E. 4 Street, New York 3, N. Y. 


A whole host of promotion | 


| 
dealers might overlook in staging | 
such an event, and these are some 
of them: . 

“If you hold demonstrations in © 
your store, be sure your selection is © 
such that the transaction of normal 
business will not distract or disturb 
the demonstration. 

“Use a stage that is elevated suffi- 
ciently to permit the demonstrator 
to be easily seen by the audience. 

“Number of people attending will 
be in direct proportion to the amount | 
of build-up you give the affair. Use | 
mailings to invite prospects, but don’t 
forget the telephone for personal | 
invitations. 

“In newspaper advertising, feature | 
extra attractions in the form of | 
special entertainment, refreshments, 
or door prizes. These extra features 
are of little value unless they are 
publicized in advance of the demon- 
stration. Any window signs should 
cover such features. 

“After the home economist has 
given her demonstration, the dealer 
and the salesmen, as well as the 
home economist, should be prepared 
to answer any and all questions. 

“Be sure to have ‘live’ freezer 
models ready for individual demon- 
strations after the home economists’ 
talk. 

“During the demonstration be sure | 
that all in attendance fill out a card 
giving their name and_e address. 
Award attendance prizes at close of 
the demonstration. 

“In the follow-up, do these things: 
(1) Have salesmen follow-up all 
prospects promptly. (2) Send out 
thank-you letters with additional 
literature. (3) Give local or com- 
munity newspapers a story on the 
winners of prizes. (4) Keep follow- | 
up going—the effect of a demonstra- 
tion lasts many months.” 

o 


The Result of 13 Years of 
Refrigeration Engineering 


THis CONSUT 


Marvel has built small, specialized refrig- 
erators since 1937. Superb production facili- 
ties in our new, modern plant at Sturgis, 
designed and built exclusively for refrig- 
erator manufacture. Every unit individually 
tested. Performance guaranteed. 


You can make extra profits when you add the 
MARVEL 400 to your present lines. There's a 
bigger market than you may realize for a really 
good 4-foot unit. 

Requires only 23” x 20” floor space. Door 
opens full 90° even when unit is smack against 
the wall. Requires no side or back ventilation. 
Tecumsehhermetically sealed compressor. Under- 
writers approved! 

Needed by doctors for refrigerating penicillin, 
sulfa, etc. Make multiple sales to apartment 
houses—both original equipment and replace- 
ments—cottages, resorts, etc. 

The ideal second refrigerator for the home— 
recreation room, shop, home bar. 


Write ror veacer riterature! 
MARVEL INDUSTRIES, Inc. 


Sturgis, Mich. 


Ne wl From Kelvinator! 


A Commercial-Duty 


FROZEN FOOD MERCHANDISER 


combining 


PEAK SALES POWER 
SAFE FOOD PROTECTION 
AMAZING LOW PRICE! 


Here it is—yours for worlds of new profit 
opportunities. It’s the merchandiser truly 
wanted by frozen food retailers! It’s a real 
commercial-duty merchandiser for use as a... 
“Juice Center”, “Packaged Foods Center” or 
“Spot Special”! And look at these typically 
Kelvinator extra-values: 

@ Versatile backboard! Holds standard promotional 


” 


displays or store-made signs on “specials”! 


@ Full open top for maximum display of products! Yet 
foods keep at safe-frozen temperatures! 

@ Commercial-duty design! All 4 walls, dividers and 
bottom of left-hand compartment refrigerated! 

@ 2 large, sturdy baskets! Keep foods near top. easy to 
select, easy to buy! 


@ Handy night cover! Completely covers top opening 
after store hours... hangs on back of cabinet during 
day! 

@ 5-year warranty on Polarsphere cold-making mech- 
anism assures low maintenance costs! 


Stake out your claim in the rich new frozen 
food field now . .. by promoting this low- 
priced, top-quality Kelvinator! Write, phone, 
or stop in at your nearest Kelvinator supply 
depot. Kelvinator, Division of Nash-Kelvin- 


ator Corporation, Detroit 32, Michigan. 


KELVINATOR KELVINATOR KELVINATOR KELVINATOR 
AIR DRIER BEVERAGE COOLER WATER COOLER CONDENSING UNIT 
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They'll Do It Every Time .. . . By Jimmy Hatlo 


ZZ COKY YF CAN GALENA HEAR YQ I NEVER COULD ase) 


GALENALISTEN* HIM? THEY CAN HEAR WHY BIGMOUTH WANTED , 
i eran Guat HIM IN ATLANTA=-THEYRE > THAT INTEROFFICE © 
ECT! Ypp SWEEPING OUT A CELL HOLLER-BOX**YOU CAN 
LITTLE WART FROM THE FOR HIM RIGHT NOW=* HEAR HIM SNORT IN THE 
INTERNAL REVENUE » 


=. NEXT COUNTY: 7 
BUREAU *TELL HIM I y, 


JAS OUT OF ALL I HOPE IS THEY 
ewe, CALL ME AS A WITNESS=+ 


“EMPLOYEE'S TESTIMONY 
SENDS boss UP FOR 


THIS IS THE GREATEST 
THING THAT'S HAPPENED 
SINCE JOHN THE HANDY- 
MAN DROPPED A FAN ON 
BIGDOME'S SKULL--- 


TOWN **+ LAY IT ON 
THICK+*- L GOTTA 
_ STALL FOR TIME: 
BUTTER HIM UP-- 
CAN YOU HEAR 
ATs ME, GALENA~? 


PRS 
C 
Vf, : PA 


a 


-~ 


) 


NP THE ACOUSTICS 

RE NEVER BETTER 

“THAN TODAY::- 
THANX TO 

H| DOHERTY, 


ISO WEST 55% ST, 
NEW YORK CITY,N.Y. 


=ts\ 


W: 
Pa 


COPR. 1950, KING FEATURES SYNDICATE, Inc, WORLD RIGHTS RESERVED. 


Do You Have ‘One Foot In the Door’? 


“EXTRA DRY ESOTOO” 
(B. P.—14°F.) 


“Extra Dry” is the refrigeration grade 
SO, that service and maintenance engi- 
neers have endorsed for more than 20 


. rr ms 0 T t 7 be G i N | A mk years. Comes in all popular cylinder sizes. 

"Y-METH-L” (B.P.—10.7 °F.) 

RE F RI ivf ie ATI 0 N Virginia Methyl Chloride is made specifi- 

cally for refrigeration use. Low moisture 

‘ = fe content, low acidity and narrow boiling 

d ts Te ah | range recommend ‘“V-Meth-L” for the 
pre ro UCTS | most exacting requirements. 

1) P2 “FREON” REFRIGERANTS 


“FREON-11” “FREON-12” 

To Charge a System, —— = 

Use Refrigerants “FREON-22” “FREON-113” 

sesalereg ae 
Consistently Pure, “FREON-114” 
a 


Consistently Sure... 
Virginia Smelting Company is distributor 
for Kinetic’s ‘‘Freon”’ Refrigerants. 


HOW TO STOP | ASK YOUR WHOLESALER 


DRIPPING PIPES OR WRITE 
The annoyance of constantly dripping suction lines, Vv ‘ R G ' N I A Ss M E LTl N cS 


circulating cold water pipes, valves and fittings can COMPANY 

be stopped—permanently—with Presstite Insula- WEST NORFOLK 

. ® 0 _wr | a ; , 

tion pro 7 a 2"-wide rea 4s : or PHILADELPHIA + NEW YORK + BOSTON 
Presstite Insulation Tape contains 40 percent virgin CHICAGO + ~——dDETROIT~=—S + ~—Ss ATLANTA 


cork and will adhere to any surface. Joints are self- 
sealing. The convenient package contains 30 lineal 
feet. its good policy to use Presstite Insulation 
r —— Tape on all new and 
PRessTITE ~ 

insulation Tape jay. Wa reconditioned instal- 
tan Song Se ¥} \ lations and stop cus- 
‘| tomer dissatisfaction 

before it can start. 
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“| have always felt that whatever the Divine Providence permitted 
to occur | was not too proud to report. The people are not served 
by pussyfooting, or by that sort of journalism in which nobody will 
ask who is the editor of a paper or the writer of an article, and 
nobody will care.""—Charles A. Dana. 


Why Cut Prices 
At a Time Like This? 


ELIEVE it or not, reports are drifting into the offices of 

AIR CONDITIONING & REFRIGERATION NEWS that there is 
some price-cutting going on out in the field currently. Following 
up leads, our own reporters have discovered isolated instances 
of such crack-brained activity among: 

(1) Commercial dealers and jobbers 

(2) Servicemen 

(3) Appliance dealers (on air conditioning and television) 

The prevalence of such instances can be roughly allocated 
among the three groups in the order named. 


in terms of “keeping their shop going.” Such thinking, surely, 
won’t prevail more than a few months longer. By that time, the 
competition for mechanics—in our skilled-labor short economy— 
will become so all-fired keen that servicemen will likely be able 
to “pick and choose” from among the jobs offered them. 

As for jobbers slitting one another up the back, there are two 
explanations. One is that some of them are continuing to make 
“whispered discounts” simply out of force-of-habit. 

The other explanation is that a few jobbers have stocked up 
to the rafters to hedge against rising prices, and as a result have 
altogether too much working capital (plus borrowed capital, in 
some cases!) tied up in inventory. A few such jobbers have been 
indulging in a bit of quiet unloading. 

Whereas the News has been advocating that jobbers 
anticipate their actual requirements in advance, placing orders 
accordingly, there is naturally a safe limit beyond which no sound 
businessman should go in tying up his capital in inventory. 
Every jobber and every dealer should be sufficiently liquid 
that a sudden shock—or a temporary business lull of, say, 90 days’ 
duration—would not put him out of business. 

So, while the time for hand-to-mouth buying is definitely past, 
the need for establishing financial safeguards against sudden 
business shocks is here for sure. We are entering a period of vast 
uncertainties. And the first law of business, like the first law of 
life, is survival. 

Put briefly, jobbers and dealers will be called on to be 
business managers much more than they have been in the past. 
The strain on the head of the business is going to be greater, his 
capacity for making hair-line decisions will become more impor- 
tant, and more and more he will be faced with problems the 
solution of which will call for a high order of cerebrative power. 
Now is the time, then, for all good jobbers and dealers to 
straighten up their houses with relation to price cutting. There 
will never be a better opportunity to put the business in order. 
It’s a time not only to put the industry on a sound basis 
with regard to price, but it’s a time to acquire a bit of cash reserve 
as a “cushion” against emergencies. If business drops off 
suddenly, most of us will need every dime we can lay hands on 
in order to weather the storm. 

So, from every angle—sound business practices, nest-egg 
storage, and the old-but-sometimes-forgotten idea of profits—the 
idea of cutting prices to beat a competitor out of a sale should 
be buried alongside the mustache cup, the stovepipe hat, and 
hitching post. 


It simply does not belong in n the present era. 


Subscription Rates: U. S. and Possessions, Canada, and all countries in the Pan- 
American Postal Union: $5.00 per year; 2 years $8.00. All other foreign countries: 
$7.00 per year. Single copy price, 20 cents. Ten or more copies, 15 cents each; 


Servicemen, in bidding on annual contracts, are still thinking’ 
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Package Air Conditioner 
Helps Bakery In Omaha 
Push Sales to New High 


OMAHA, Neb.— Sales of bakery 
products in the retail store of the 
<uenne Bakery, 2916 Leavenworth 
3t., Nebraska’s oldest bakery, have 
iit an all-time high this year as the 
‘esult of a remodeling project which 
ncluded installation of a 5-ton Gen- 
ral Electric packaged air condition- 
ng unit, it was reported by Bill 
riddle, co-owner. 

Riddle said that since the air con- 
iitioning system was installed, num- 
rous customers have remarked about 
iow pleasant it is to shop at 
cuenne’s. A baffle on the air condi- 
ioner outlet also sends cool air into 
he enclosed office located on a 
salcony just above the machine and 
1as made the office a pleasant place 
o work in the summer, whereas 
yefore, the heat was almost unbear- 
able on hot days, the baker declared. 

The proprietor also pointed out 
hat the bakery has the largest spe- 
cial business of any single location 
in Omaha, and employs two experts 
who give their full time to cake 
decorating. This special order busi- 
ness has increased so fast since air 
conditioning was installed that a 
third decorator is to be hired. The 
bakery has set up a special “Will 
Call” department in the air condi- 
tioned retail room where customers 
call for their special orders. 


I] Refrigerator Cars with 
Automatic Units on Trial 


ROCHESTER, N. Y.—The Inter- 
national Apple Association News 
Letter reported recently that the 
Fruit Growers Express Co. expects 
to begin operating 11 refrigerator 
cars equipped with gasoline-driven 
automatic refrigeration units. 

The units are made by the U. S. 
Thermo Control Co., of Minneapolis. 
Through automatic controls the tem- 
perature of the car may be kept at 
any point from -20° F. to 65° F. 

If the outside temperature de- 
clines to a point where it is neces- 
sary to heat the interior of the car 
rather than cool it, a heating unit 
takes over and maintains a tempera- 
ture in the car at a desired level. 

These 11 cars will be used chiefly 
in hauling frozen concentrated 
orange juice from Florida to eastern 
and midwest markets. Two cars 
similarly equipped have been on trial 
in Canada and the United States. 
Now 11 are placed on trial in what is 
anticipated as a new era in food 
transportation. 


Arena, Main Office of New 
Stockyard Are Air Conditioned 


SELMA, Ala.—The Selma Stock- 
yard, occupying a modern and air 
conditioned building, held its formal 
opening Aug. 10. The arena and 
main office is air conditioned for 


customer comfort. Seats in the spa- 
cious arena are padded. 


THE ORIGINAL, PATENTED 
CROSS-FIN COIL 


The refrigeration coil that changed 
an industry stands today unchal- 
lenged for performance, user satis- 
faction and lasting durability. 
Made from only the finest ma- 
terials by skilled craftsmen under 
exacting standards, every Larkin 
Coil features imbedded fin-to-tube 
contact, swaged connection, silfos 
welded construction, and staggered - 
tubing. Write for complete details. 
. 


Manufacturers of the original Cross-Fin 
Coil — Humi-Temp Units — Evaporative 
and Air Cooled Condensers — Air 
Conditioning Units and Coils — Direct Ex- 
Pansion Water Coolers — Steel Vacuum 


Plate Coils — Heat Exchangers. = 


Candy Plant’s Cooling, Heating System Protects 
Chocolate Coatings from Cold Room to Customer 


No Blushing Chocolates Here 


RETAIL SALESROOM: Mrs. Allen Wertz behind counter in retail salesroom of Allen Wertz' 

new Los Feliz Blvd. candy plant in Glendale, Calif. Note air conditioning outlets flush 

with the ceiling. Combined heating and air conditioning system keeps chocolate coverings 
from blushing. 


ATM 


ENROBING, PACKING ROOMS: Enrobing room is in fore- 
ground, packing room in background. Flush air conditioning 
outlets are inconspicuous. 


MACHINE ROOM: Master unit is Yorkaire model 1001, 


installed in a secluded spot in the factory. 


COLD ROOM: Two units in the cold room with thermostats and humidistats and reheat 
elements maintain desired temperature and humidity. 


GLENDALE, Calif.—-When there 
is no preservative used in chocolate 
coverings, control of temperature is 
a critical item. Allen Wertz, well- 
known candymaker here, uses a 
combined heating and air condition- 
ing system to handle the situation. 

Many years ago the Los Angeles 
Symphony Orchestra lost a first class 
violinist, but the west coast gained a 
first class candy maker. When Wertz 
first came to Los Angeles about 30 
years ago it was to play the violin 
in the Symphony. Later on an im- 
pairment of his hearing forced him 
to give up professional music. He re- 
turned to Pennsylvania with Mrs. 
Wertz and entered the candy business 
her father was running. 

About 12 years ago Wertz returned 
to Los Angeles and opened a little 
candy business. Today he has two 
modern stores and a new factory. 
The business is a family affair now 
with the five Wertz children all 
taking an active part. 

The new Los Feliz Blvd. plant in 
Glendale, is of modern structure, 
with air conditioning, glass _ brick 
walls, and fluorescent lighting. Hugh 
Strange of the Commercial Refrig- 
eration Co. of Los Angeles was 
called in to design the air condition- 
ing and heating system to fit the 
needs of the product. 

When no preservative is used in 
chocolate coverings for candy it is 
necessary to gradually step up the 
temperature and control the humidity 


from the cold storage room through , 


50-55%. Two units in the cold room 
keep the above ranges by use of the 
reheat system. Humidity is  con- 
trolled by a humidistat and when 
the unit operates only to keep proper 
relative humidities, the reheat sys- 
tem goes into operation and main- 
tains the temperature at desired 
level. 

The enrobing room temperature is 
held to around 65° F. with relative 
humidity between 50 and 55%. As 
the same air conditioning unit 
handles both the packing room and 
enrobing room, a motorized damper 
was installed in the ducts to keep the 
temperature lower in the -enrobing 
room than in the packing room. The 
heating system is controlled by 
thermostats in each room and when 
the temperatures drop below the de- 
sired degrees the heating system 
takes over. 

Air conditioning and heating for 
the retail sales and display room and 
the offices are controlled by a York- 
aire model 550 conditioner. Tempera- 
ture is kept around 70° F. with rela- 
tive humidity kept between 50-55%. 

Conservation of the condenser 
water is accomplished by use of a 
convection cooling tower installed on 
the roof. The water — circulates 
through the system machines and 
then goes back to the tower and is 
cooled. A float valve in the bottom 
of the water supply tank maintains 
the proper water level. 


Deal Gets Post with G-E Div. 


SCHENECTADY, N. Y.—Paul M. 
Deal has been appointed administra- 
tive assistant of General Electric’s 
fractional horsepower motor divi- 
sions, it was announced recently by 
M. E. Lord, divisions’ manager. 


the enrobing room to packing room 
to retail sales room in order to keep 
the chocolate from blushing. The 
temperature in the sales room also 
has to be fairly close to the outside 
temperature to protect the chocolate 
from too sudden a_ temperature 
change. 

The system was designed to fit 
the structure and as a result all 
the ducts were installed in the attic 
space so as not to be visible from the 
floor. The outlets in each room are 
a light gray and installed flush with 
the ceiling. A Yorkaire Model 1001 
is the master unit and was installed 
in an inconspicuous place. 

The temperature in the cold room 
is maintained between 60-68° F. and 


'——AIR CONDITIONING—— 


the relative humidity ranges between 


with outstanding installa- 
tions in the Mid-Manhattan area, many for 
nationally known organizations, some the 
largest in the nation, seeks to employ a quali- 
fied “SALES ENGINEER". Must be between 
the age of 35 & 45. Must be fully acquainted 
with high tonnages, as well as heating. Must 
have following among General Contractors & 
Architects. Must have done a minimum of 
$200,000.00 gross business for present or pre- 
vious employer. 


In return, this firm offers salary of $6,500.00 


Firm—-5 yrs young, 


a Year, 3° commission on Gross business 
over a stipulated amount. Possibility for 
membership in the firm without financial in- 


vestment. We are asking for a lot, but the 
opportunity for a permanent position, active 
participation in management, engineering, sales, 
and profit sharing, plus high yearly earnings, 
is one in a million. The right kind of man 
is wanted, YOU may be it! Write giving full 
details. All replies shall be held in’ the 


strictest of confidence. 
Air Conditioning & Refrigeration News 


BOX 3558 


<4 » 


FAST... ACCURATE 


DIAGNOSIS 


OFA 
SERVICE 
PROBLEM 


MUELLER 
BRASS CO. 
“SEEING EYE” 

LIQUID INDICATORS ! 
TELL AT A GLANCE |! 
WHETHER OR NOT ! 
THE SYSTEM IS 
SHORT OF 

REFRIGERANT 


‘zz 


| 
t 
I 
I 
I 


refrigerant. 


service, 


Packaged in individual 
cartons to protect your 
investment. 


BUBBLES INDICATE 
LIQUID SHORTAGE 


WY 


ORDER A SUPPLY TODAY FROM YOUR REFRIGERATION WHOLESALER 


MUELLER BRASS CO. 


MICHIGAN 


PORT HURON, 


7 
BO Seton 


FOR IDEAL LIGHT CONDITIONS 


NO NEED TO GUESS! with the new, improved Mueller 
Brass Co. Liquid Indicators you can save valuable time 
in diagnosing a service problem. 

By simply removing the brass protecting cap, and look- 
ing through the clear, clean sight glass, you can tell 
at a glance whether or not the system is short of 


The rugged, forged brass body is permanently leak- 
proof and is designed for years of safe, dependable 


Available in male or female flare and O.D. solder 
types in a wide range of sizes. 


SINGLE PORT 


DOUBLE PORT 
INDICATOR 
INDICATOR 


FOR MINIMUM LIGHT 
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What's New 


Acme Towers for Indoor or Outdoor Use 


JACKSON, Mich.— Acme _ Indus- 
tries, Inc., has announced release of 
a new series of induced draft cool- 
ing towers for use with self-con- 
tained refrigeration and air condi- 
tioning equipment. 

“All unnecessary parts have been 
eliminated to reduce weight to the 
absolute minimum consistent with 
long life,’’ the company said. 

The models may be used for in- 
door or outdoor application with ex- 
ternal duct resistance of %4-in. or 
less. They are designated as models 
TCJ-2, 2A, 3, and 3A. 

For use with units up to and in- 
cluding 5-hp., the towers have the 
fans located at the top to provide 
vertical air movement across the fill- 
ing. Air is discharged horizontally 


at a velocity sufficient to prevent 
recirculation. The air intake and 
louver assembly is fabricated into 
a single assembly and designed to 
eliminate splashing. 

The units are said to require “very 
little space.” Models TCJ-2 and 2A 
measure approximately 22 in. in 
width, 15 in. in depth, and 51 in. 
in height. The TCJ-3 and 3A are 
slightly larger, measuring 30 in. in 
width, 22 in. in depth, and 53 in. 
in height. Model TCJ-2A weighs 148 
Ibs. and the TCJ-3A 360 Ibs. 

The cooling tower base is of one- 
piece construction, 14-gauge pickled 
and oiled steel hot-dip galvanized 
after fabrication. The top and center 
section are each of one-piece con- 
struction, 16-gauge “Zincgrip’”’ metal. 

A fan motor is provided suitable 
for either indoor or outdoor use; 
motors are for use with either 115 or 
230-volt, single-phase, 60-cycle op- 
eration. Motors are also available for 
use with 220-440-volt, polyphase, 60- 
cycle. 

The TC-2 has a 1,750 r.p.m. motor 
and the TC-3 a 1,140 r.p.m. motor. 

The present models are not furn- 
ished with pumps because, Acme ex- 
plained, “so many of these towers 
are being applied to existing sys- 
tems and the pumping heads vary 
considerably requiring individual 
pump selection.” However, connec- 
tions are provided to permit the use 
of an attached pump. All bolts 
throughout the unit are cadmium 
plated and nuts are of the clip-on 
type treated to resist corrosion. 

The filling or cooling pad is de- 
signed of fire-resistant, corrosion- 
proof material and holds water on an 
extensive wetted surface. The elimi- 
nator is similar in design to the fill- 
ing and is said to effectively retard 
‘moisture _entry into the fan. 


Hussmann 2-Deck Case Offers More Display Space 


ST. LOUIS—Hussmann Refrigera- 
tion, Inc., has introduced a two-deck 
ease for self-service merchandising 
of pre-packaged fresh meats. 

Manufactured in 6-ft. (model 
2D-6) and 8-ft. (model 2D-8) lengths, 
multiples of two or more cases may 
be joined together to produce a con- 


Two of the new Huss- 
mann two-deck mer- 
chandising cabinets 
joined together. The 
new case comes in 
two sizes, 6 ft. and 
8 ft. Two or more of 
these may be joined, 
as in the illustration. 


tinuous display. 

The merchandising area consists 
of 2814-in. deep display shelves in 
lower selling area and 20-in. deep 
display shelves in upper selling area. 
This multiple refrigerated shelf area 
gives the merchant more display per 
square foot of floor space. 


Drink Mixers Designed 
For Home, Store Use 


LONG ISLAND CITY, N. Y.— 
Available from Premier Industries 
Corp. here is a_ full line of 
, “Champion” mix- 
ers for profes- 
sional and home 


use in making 
milk drinks, 
malteds, frosteds, 


cocktails, and the 
; like. 

The appliances 
are manufactured 
in both pedestal 
and bracket types. 
All operate with 
standard metal, 
glass, paper, and 
plastic containers. 

The various 
models have alu- 
minum or chrome- 
_ plated, die-cast 

housings and 
stainless steel mix- 
ing units. Stands 
of the _ pedestal- 
type mixers are 
finished in porce- 
lala or baked enamel. 

The motor unit is removable, ac- 
cording to the company. 

Premier Industries is located at 
87-12 35th St., Long Island City 1, 
a 2 


New Hand Tool Can Crimp, 
Cut, Strip, and Shear 


HARRISBURG, Pa.—A new low 
cost hand tool incorporates jaws 
for crimping solderless terminals 
with an already versatile “cutting,” 
“stripping,” and “bolt-shearing”’ de- 
vice. 

The tool is designed to attach a 
special line of inexpensive general 
use terminals and connectors known 
as “wire-ends” to wire in ranges 
No. 22 to No. 10. The manufacturer 
points out that in addition to crimp- 
ing such terminals firmly, the 
“Champ” tool is capable of preparing 
the wire beforehand by use of the 
“guillotine type” wire cutting and 
wire stripping features. 

Bolts, too, in five ‘‘most used” 
sizes will shear off clean, requiring 
no additional filing or ‘‘make-ready” 
before use. Champ has useful wire 
size and stud size gauges engraved 
on the side of the tool. Manufactured 
of high grade, heat-treated tool steel, 
the item (catalog No. 49835) is dis- 
tributed by Aircraft-Marine Products 
Inc.’s Independent Distributor Divi- 
sion, located at 1601 N. Front St., 


here. 
_~e> 
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| this store is so modern!” 


“| love to shop here - 
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REFRIGERATED 
DISPLAY TABLE 


Another sales opportunity 
for TYLER AGENTS! 


The latest Tyler FIRST offers shopping 
from all 4 sides — wide open self-service! 
Complete, ready to use — small floor space! 
_ For all types of food stores, restaurants, 
“hotels, taverns, florist and bakery shops, 
~.“ candy stores, etc. Write today. Tyler Fixture 
Corporation, Dept. R-8, Niles, Michigan. 
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Jordon model OF-17 self-service 
merchandising cabinet. 


* * cg 


Jordon Case Fits Average 
And Smaller Size Store 


PHILADELPHIA—Jordon Refrig- 
erator Co. has announced the pro- 
duction of the new model OF-17, 
glass front, self-service, merchandis- 
ing cabinet for frozen food and ice 
cream. 

This model has been designed and 
engineered to meet the requirements 
of the average and smaller than 
average retailer. 

The Jordon model OF-17 refrig- 
eration system is powered by two 
self-contained %-hp. hermetically 
sealed units that require only plug- 
in installation. The cabinet is refrig- 
erated by eight large freezing plates, 
plus wrap-around coiling on three 
walls. The front display section is 
made up of a four-thickness, air- 
sealed display glass. 

The merchandising cabinet is 
equipped with illuminated  super- 
structure featuring five full-color 
product pictures as well as ticket 
moulding for price and _ item 
slides. 

The display section of the freezer, 
as well as the superstructure, is il- 
luminated by instant-starting, slim- 
line lights. 

Construction features include all- 
welded steel, vaporproof construction; 
high-baked white enamel “‘auto-body”’ 
finish; stainless steel and chrome 
trim; and slide-out units for quick 
and convenient cleaning and servic- 
ing. 

Exterior dimensions of the Jordon 
model OF-17 are: height 58% in., 
length 91% in., and depth 30 in. 

This model, company officials ad- 
vise, is available for immediate de- 
livery. 


Higgins 4-In-1 Unit Has 
Refrigerator and Range 


CHICAGO—A combination refrig- 
erator and electric range that forms 
part of the Higgins 4-in-1 utility unit 
is being manufactured by Ideal Steel 
Products, Inc., in the American Fur- 
niture Mart here. 

Called the Kook-N-Kool, the range- 
refrigerator stands 43 in. high, 19% 
in. wide, and 18% in. deep. The top 
of the unit contains two electric 
hotplates and the bottom the refrig- 
erator. 

The refrigerator has two ice cube 
trays, another tray, and space for 
food. The refrigerator door has a 
lock and key. « 

The appliance plugs in to any 
standard outlet. 

A folding dinette rounds out the 
4-in-1 unit. The dinette features a 
Dolax top that is said to be heat 
resistant, scratchproof, stain resist- 
ant, and easy to clean. It is pro- 
vided with a built-in two-way elec- 
trical outlet. 

Heavily padded benches’ uphol- 
stered in Duran plastic can seat four 
people. When not in use, the benches 
tuck away under the table, accord- 
ing to the company. ~* 


Electric Grill Can Be 
Washed In Dishpan 


Leckie electric grill. 


ROME, N. Y.—Now being pr - 
duced by Leckie Electric Utensil Cx , 
Inc., here, is an electric grill th:t 
can be washed in the dishpan. 

The heat unit of the grill, lil 
that of other Leckie electric utensi’ ;, 
is cast in the bottom of the produci s 
aluminum body. Thus, according ‘9 
the company, the appliance is wate -- 
proof. 

Also because of this feature, he it 
loss is “imperceptible,” it is claimed, 
This is said to mean even heat wi h 
no “hot spots” and to permit dis- 
connecting the grill about 10 minut>s 
before cooking is complete. 

The grill—designated model G-9:0 
—was designed for cooking pa.- 
cakes, bacon, sausages, frankfurteis, 
hamburgs, ham, eggs, and French 
toast, frying potatoes, and grilling 
steaks and chops. 

It has two heats. The desired heat 
is obtained by inserting the plug into 
the grill with the words “high” or 
“low” uppermost. 

The grill, which has porcelain fect, 
is 2% in. in height and 10 in. in 
diameter. It is rated at 650 watis. 
Price: $12.95. 


More Product Visibility 
Featured In Savage Case 


wo 


BeRvE FOCRSRLE 


1951 Savage M-9 merchandising 
cabinet. 


UTICA, N. Y.—More product visi- 
bility through full-length top open- 
ing and increased refrigerating effi- 
ciency are among features claimed 
for the new 1951 Savage M-9 mer- 
chandising cabinet announced re- 
cently by the Refrigeration Division 
of Savage Arms Corp. 

Also, a longer superstructure con- 
tains two full-color ice cream photo- 
graphs lighted by two fluorescent 
tubes to give eye-appeal for the im- 
pulse buyer, according to the com- 
pany. 

The cabinet has three refrigerated 
partitions for increased primary re- 
frigeration surfaces. They are said 
to assure equal temperatures 
throughout the cabinet. 

Other operating advantages of the 
merchandiser include larger capacity, 
permanent hermetic seal against 
moisture infiltration, Underwriters’ 
Laboratory approved electrical equip- 
ment, and pull-out compressor for 
easy maintenance. 

Ice cream photographs and flavor 
strips are furnished with the cabinet. 
Casters are optional. 


AIR CONDITIONING UNITS 


FOUR SIZES 
3-5-7% and 10 
TON CAPACITY 


write 
for BULLETIN AC- 7 


KRAMER TRENTON CO. Trenton 5, W. y) 
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What's New (Cont) 


Blower Is Made for Small 
Space, High Air Pressure 


CLEVELAND —A new No. 139 
small blower assembly described as 
“particularly suitable for installation 
in furnaces or air _ conditioners 
where width space is limited or 
where high air pressure and lower 
air volume are desired” is now being 
manufactured by Viking Air Condi- 
tioning Corp. here. 

The blower wheel in the assembly 
has the same wheel diameter (13 in.) 
as the Viking No. 1312. Therefore, 
it produces the same air pressure. 
However, the No. 139 is three inches 
narrower in width. 

The assembly is said to overcome 
resistances due to excessively long 
ductwork, cooling coils in the plenum, 
or restricted areas over heat ex- 
changers. 

The company claims it is also 
“the answer for those situations in 
which both quiet operation and high 
pressure are desired.” 

The new blower is available in a 
variety of arrangements engineered 
to specific application in furnaces 
and air conditioners. 


COMPLETE FOOD STORE 
REFRIGERATION UNDER 
ONE GREAT NAME | 


Write for new liberal 
Distributor-dealer 
franchise agreement. 


THE 
SUPER-COLD 
CORP. 


1020 EAST FIFTY-NINTH STREET 
LOS ANGELES 54, CALIFORNIA 


© 


Cooling, Heating Units 
Draw Air Through Coils 


AUBURN, Ind.—A new line of air 
cooling and heating units that draw 
rather than blow air through a 
water circulating radiator has been 
announced by the Auburn Burner 
Co. here. 

By this method of air movement, 
the air contacts the entire surface 
of the radiator rather than just the 
side facing the blower, according to 
the manufacturer. 

The line includes four units with 
cooling capacities ranging from 2.4 
to 5.4 tons for the smallest model to 
8.1 to 16.4 tons in the largest. Ton- 
nage capacities vary according to 
the temperature of the entering air 
and water, and the rate of water 
flow. 

For heating, their capacities range 
from 135,000 B.t.u. to 210,000 B.t.u. 
based on 180° F. entering water 
temperature. 

Completely self-contained, the units 
are designed for suspension mount- 
ing. Once mounted, the unit can be 
serviced from the bottom without re- 
moving it. 

Measuring 29% in. high, 42 in. 
wide, and 42 in. deep, the cooling 
units may be furnished with direct 
connection for connection to ducts 


or with directional louvers. They are 
equipped with removable filters 
through which all air is drawn. 


Exterior finish of the unit is light 
grey. 


G-E Lamp Chases Bad Odors 
From Air by Using Ozone 


CLEVELAND—A lamp that dis- 
pels objectionable odors in appliances, 
kitchens, and offices by neutralizing 
them in ozone is now being marketed 
by the Lamp Div. of General Electric 
Co. 

The lamp produces small quantities 
of ozone, a form of oxygen. This 
produces indoors the refreshing at- 
mosphere so noticeable outdoors fol- 
lowing an electrical storm, it is 
claimed. 

Although the lamps will be mar- 
keted for homes and offices, installa- 
tions have already been made in 
refrigerators, clothes driers, and bev- 
erage vending machines. The lamp 
is also recommended for heating, 
ventilating, and air conditioning 
units. 

Since the lamp also has a mild 
germicidal effect, it is believed the 
device would be desirable for small, 
sanitary storage cabinets for beauty 
and barber supplies, medical and 
dental instruments, tooth brushes, 
and similar supplies where extra pro- 
tection is desired. 

The lamp retails for $1.30. A bal- 
last and a simple fixture are required 
for original installations. 


ow Housekeeping 


45 apvranist ase 


Today’s Big 
Sales Advantage 
in Freezers! 


‘ou'll see this exclusive *“"RECORD OF 


ERFORMANCE” tag on every BEN-HUR 


reezer. A replica of actual performance 
‘st charts on file at the factory, it is your 


est guarantee of quality engineering, 


‘ouble-free operation, years of food freez- 
1g satisfaction — proof of “today’s best 


uy in freezers.” 


Mew Seauty, Hew Features, Joo 


\gain, the new BEN-HUR Freezers are out- 
‘tanding in new modern design, colorful 


Sen-Hur Blue trim, new interior lighting. 


ore effective cooling, and new conven- 
ence features. 


»pace-saving home installation. 


New Password to 


see 
“Guaranteed by > i 


Each model crowds ‘more 
torage capacity into less floor area for 


x 3 
PAN Ad Mele ae 


A SIZE FOR EVERY FAMILY—Shown, 
12.5 cubic foot BEN-HUR. Holds up 
to 625 Ibs. Others, 8.5, 16, 20 cu- 


bic foot sizes. 


AND THEY'RE BACKED BY THE MOST 
COMPLETE DEALER SALES AID PROGRAM 
IN BEN-HUR HISTORY! 

Ask your BEN-HUR Distributor about the 
new models and the profitable dealer fran- 

chise, or write direct. 
BEN-HUR MFG. CO. Dept. A.C. 
634 E. Keefe Ave. * Milwaukee 12, Wis. 
|] SHUR oooemocococo 
Represented Nation-Wide by Leading 
Independent Distributors and Dealers 


* 


Cordley & Hayes Makes 


Junior-Size Water Cooler 


NEW YORK CITY—Cordley & 
Hayes, producer of drinking water 
equipment, is now manufacturing its 
new junior model HJ-6—a self-con- 
tained electric water cooler expressly 
for children. 

It delivers about 9 gals. of cool 
drinking water per hour under aver- 
age conditions. 

Constructed with the same full- 
sized parts used in standard Cordley 
models for commercial and industrial 
use, it has a completely sealed her- 
metic refrigeration system and 
carries a five-year warranty. 


‘Modern Utilities Shows 
2 Air Circulator Models 


ST. LOUIS—Two new air circu- 
lators, one a floor model and the 
other a portable unit, have been in- 
troduced by the Modern Utilities Co., 
2400 DeKalb St. here. 

The floor model is the No. 40 
Modern-Aire circulator. It makes 
use of a 12-in., 3-blade “‘vairified” air 
impeller and a 149-hp. motor. It is 
listed by the Underwriters’ Labora- 
tories, Inc. and carries a five-year 
guarantee. 

Of all steel construction, it is 
finished in soft green and enclosed 
by a safety guard. Available for im- 
mediate delivery, the model 40 circu- 
lator will retail for $22.95. 

The portable fan, the Trav-L-Air, 
can be used as a desk or floor model, 
wall or window fan, or portable 


traveling fan, the company said. It 
is enclosed in a chromed spiral grille 
with a detachable front guard and 
deflector. 

When in place the deflector circu- 
lates the air outward in every direc- 


tion. When the guard is snapped off 
the unit, it then becomes a straight 
fan. The adjustable stand can be 
used as a hanger to make a wall 
bracket fan of the unit. The stand 
can be removed for packing so that 


the Trav-L-Air occupies 11% by 


11% in. in a traveling bag. 

The unit is equipped with an 8-in., 
5-blade “‘vairified” air impeller, 149-hp. 
motor and lists at $17.95. It, too, is 
available for immediate’ delivery. 


New Flame-Proofed Insulation 
Designed for Cooling Systems 


CHICAGO — Greater flame-resist- 
ance has been incorporated in a new 
insulation product announced by 
Masonite Corp. under the trade name 
of Cellufoam Airflow. The product 
was developed especially for applica- 
tion in air conditioning systems 
where a higher degree of surface 
flame-proofing is considered desir- 
able. Cellufoam for other uses as an 
insulating and acoustical material 
will continue to have its usual flame- 
proofing qualities. 


Cory Starts Full-Scale _ 
Output of New Dishwasher 


CHICAGO — Cory Corp. has an- 
nounced the start of full-scale pro- 
duction of its “Matic Maid’ portable 
electric dishwasher, according to J. 
W. Alsdorf, president. 

Current output is set at 150 units 
per day with production figures due 
to reach 200 to 250 units per day. 


>> 
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RESULTS YOU 


Finds Frigidaire Parts 
Are Easiest To Install! 


ee . 
22 years of experience have proved to 


| me that Frigidaire Parts are easiest to 


install — and give customers best results 
possible, says J. R. Patch, Drexel Hill, Pa. 
“I also like their ready availability.” 


Peecaceaa 


Assures Good Service! 


“We've always felt that doing a good 


| service job was the best way to build 


goodwill and future sales. That’s why we 


| use only genuine Frigidaire Parts,” says 
Tom Markham, Markham Appliance Co., 
| Santa Ana, Calif. 


| Free! New 1950 


Frigidaire Parts Catalog 


For up-to-date information about all 
Frigidaire Service Parts and Accessories, 


| write today for your new 1950 Frigidaire 


arts Catalog. 


Ist choice for accuracy and dependability — 


FRIGIDAIRE “YL’ SWITCHES GIVE 


CAN'T SURPASS! 


Yes, you insure years of efficient operation when you install a 
Frigidaire “YL” Switch. These rugged switches are easily 
adaptable to almost any job—fast-acting, fully automatic. And 
their increased current-handling capacity —result of a unique 
operating mechanism —has earned high electrical ratings from 
Underwriters’ Laboratories. Each model covers a wide temper- 
ature range, can be used with Freon-12, SO, or methyl chloride. 


1. Adjusting screws are easily reached. 
2. Built-in overload protector (optional). 
3. Silver-alloy contacts are fully enclosed. 
4, Easily accessible electrical connections. 
5. Sensitive control bellows cannot be- 


come oil-logged, 
6. Pressure connections located outside 
of enclosure. 


Builds Customer Goodwill ! 


“Prompt, courteous service and use of 
dependable Frigidaire Service Parts are 
the two big factors that have built up our 
customer goodwill,” says Chris Gaum, 
service manager, William H. Day Company, 
Louisville, Ky. 


(Shown with attractive 


eis Le Lt 


plastic cover removed.) z 


7. High pressure cutout mechanism 


(optional). 


Frigidaire “YI.° Switches can be mounted 
in any position, used with single phase, 
polyphase, and DC motors. Protective 
plastic case is insect-proof. Motor over- 
load protection optional, Available at your 
nearby Frigidaire Parts Distributor. 


F RI GI DAI RE Service Parts and Accessories 


| FRIGIDAIRE DIVISION 
GENERAL MOTORS CORPORATION 


Name 
Firm Name 


Address 


siesta tinaies 


1472 Amelia Street, Dayton, O. 

(In Canada, Leaside 12, Ont.) 

Please rush my free copy of your 1950 parts catalog—“‘Genuine 
Precision-Built Frigidaire Parts and Accessories.” 
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* In the Spotlight: 


WILSON 


FREEZERS e 
MILK COOLERS e 
COMMERCIAL 
REFRIGERATION 


Write, wire, or phone concerning 
dealership Franchise Availabilities 


IDEAL CONVENTION HOTEL 


Exceptional Convention Facilities adaptable to | 


small, medium or large groups. Ample Meet- 
ing, Banquet and Exhibition Rooms. Wonder- 
ful location on Boardwalk opposite Steel Pier, 
the center of Atlantic City. 
Manager TODAY. 

The Strand features Spacious Colorful Lounges 
—Open and Inclosed Solaria—Salt Water Baths 


Write Convention 


in Rooms—Garage on premises. Courteous 
Personnel. 

When in Atlantic City visit 
Famous Fiesta Lounge 


Food for Epicures 
Exclusive Penna. Ave. and Boardwalk 


1,100-Ton Air Conditioning System Cools Mutual 
Life Insurance Offices To End Summer Shut Downs 


By C. Dale Mericle 


SPRINGFIELD, Mass. — Totaling 
1,100 tons, the new air conditioning 
system that has been placed in op- 
eration at the home office of 
Massachusetts Mutual Life Insurance 
Co. here is believed to be the third 
largest installation in New England. 

Some 1,300 employes will benefit 
from the installation, explain officials 
of the company, who point out that 
the need for air conditioning has 
been in evidence for a long time. 

“Last summer we had to close 
down the offices two or three after- 
noons because it was so hot and 
humid,” commented Seneca M. 
Gamble, advertising manager. 

Formerly a _ ventilating and air 


| washer system was depended on to 


provide some measure of cooling, but 
according to Leo E. Kuehn, assistant 
secretary and head of the planning 
department, the air washer had to 
be turned off in the summer because 
of high humidity conditions. 

The new installation is a chilled 
water system powered by two Worth- 
ington centrifugal machines located 


' in the basement of the new storage 


building. These supply the cooling 
medium to six separate air-handling 
systems in the main four-story build- 
ing; to four systems in the new east 
and west wing additions to the main 


| building, and to smaller systems in 


the service building and new storage 
building. 

Extensive use has been made of 
the existing ductwork in the main 


ag 


of value ‘ 


”"" “GOVERNAIR 


EVAPORATIVE CONDENSER 


You know how important water conservation is these days 
... and when it comes to saving water, Governair Evapora- 
tive Condensers are the most miserly, “water-savingest” 
condensers you ever saw! Yes, Governair will only use five 
of every 100 drops of water running through the condenser 
system and put 95 back to use again! You can’t beat that 


for water-saving efficiency! 


When your plans call for a top-notch, dependable 
evaporative condenser—choose the best—choose 


GOVERNAIR! 


COMPLETELY PACKAGED 
AIR CONDITIONERS 


ORIGINATORS OF COMPLETELY 


PACKAGED AIR CONDITIONERS 
NN 


ERNAIR | 


AIR CONDITIONERS 


[ GO 


V 


HF 


BLAST COILS FOR 
HEATING & COOLING 


UNIT 
COOLERS 


— 
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Checking on the progress made thus far in connecting up the master 
control panel for the new 1,100-ton air conditioning system in the home 
office of Massachusetts Mutual Life Insurance Co. are (1. to r.) O. William 
Freeman, superintendent of buildings; Ralph R. Coombs, vice president; 


and Leo E. Kuehn, assistant secretary. 


building, but in the new wings, offices 
will be cooled (and heated) by units 
recessed beneath the windows. 

A Powers Regulator pneumatic 
zone control system is used through- 
out, and to conserve water a 90 by 
200-ft. spray pond has been installed 
on the extensive grounds of the com- 
pany. It is estimated that water 
usage will run no more than 250,000 
cu. ft. per year. 

The air conditioning was installed 
by Buerkel & Co., Inc., Boston con- 
tractor. General contractor was 
Turner Construction Co.; Cram and 
Ferguson, the architect. 

Individual temperature control in 
the various offices within the zones 
of this installation is accomplished 
by modulating or two-position damp- 
ers in the air system which are regu- 
lated by room thermostats. 

With adjustments concealed and 
having no thermometers, the thermo- 


stats cover an adjustment range of © 


60° to 80° F. for “day” or “occupied” 


operation and from 50° to 70° for | 


“night” or ‘unoccupied’ operation. 


Transfer from day to night setting | 
is accomplished by remotely chang- | 


ing the main air line pressure in the 
zone from 13 p.s.i. for day opera- 
tion to 18 p.s.i. for night operation. 


All thermostats have a lever which | 


permits a maintenance man but not 
the occupants to place any individual 
thermostat on the ‘day’ setting 


when the building or zone is on the | 
setting. Individual thermo- | 
stats so reset automatically come in | 
step with the balance of the instru- | 


“night” 


ments in the zone when the main 
line pressure is again changed to 
13 p.s.i. 

In addition to the manual reset 
lever, each thermostat is equipped 
with an adjustment which permits 
permanent operation of individual in- 
struments on either night or day set- 
ting regardless of the setting of other 
instruments in the same zone. 

Additional controls are provided 


| for the central fan systems. Each 


-—Paragon— 


CHRONO-SPRAY 
FAIL-SAFE TIME CONTROLS 
for water-spray defrosting 


| SERIES MG-3 


for Locker 


BRUIT TET te. 


| Unit Coolers, Fins 
_ Walk-in Boxes, Air Condi- 


| 
| 
| 
| 


tioning, Breweries, Dairies, etc. 


Provides three adjustable periods: delay, 
water spray, and drain. “Fail safe” fea- 
ture prevents evaporator fans from run- 
ning during water spray cycle when unit 
is being defrosted. 
See your jobber or write for free 
bulletins and installation data. 


(Paragon ELECTRIC COMPANY) 


1687 TWELFTH STREET so 
hd 
= 


TWO RIVERS WISCONSIN 
America’s Foremost exclusive 
manufacturer of Time Control 
Switches for all uses, includ- 
ing ‘‘de-frost-it'’ for domestic 
eee ee only 


of the six fan supply systems for 
the original office building is equipped 
with one fresh air, one recirculating, 
and one exhaust damper, plus face 
and by-pass dampers for the cooling 
and reheating coils. 

The fresh air, exhaust, and recir- 
culating dampers are controlled by 
one electro-pneumatic valve wired to 
the supply fan motor circuit and so 
connected through a minimum pres- 
sure pneumatic relay that when the 
supply fan is started the fresh air 
damper opens to the desired mini- 
mum position. The same three damp- 
ers are also connected for control by 
the dewpoint regulator, which also 
regulates the three-way chilled water 
valve. 

Desired dewpoint temperature is 
maintained during both summer and 
winter operation by an_ indicating 
regulator with its thermostatic bulb 
located on the leaving side of the de- 


humidifier. On a rise in tempera- 
ture the fresh air and _ exhaus: 
dampers gradually move from th. 
minimum to the full open position 
as the recirculating damper travels 
from the open to closed position, next 
by the gradual opening of the three. 
way chilled water valve from the 
100% by-pass position to the 0% by- 
pass position. 

The reverse cycle takes place on 
a falling temperature. 

Discharge temperature of each fa» 
is maintained by an indicating sul - 
master regulator with its thermostée - 
tic bulb located in the supply fai 
discharge duct, controlling the aut: - 
matic valves in the steam supply t»> 
the reheating coil and the dehumid - 
fier face and by-pass dampers. 

The cycle of control is such thet 
on a falling temperature, the by- 
pass damper is modulated from i 
closed to open position while the face 
damper operates from a fully open 
position to its minimum set positio., 
followed by the gradual opening of 
the smaller of the two _ reheatrr 
valves and finally by the gradu.l 
opening of the larger valve. On a 
temperature rise, the reverse cyce 
takes place. 

Master control of air temperature 
is achieved through several master 
thermostats located in each Zone 
which reset the sub-master air sup- 
ply regulator through an averaging 
relay. 

Additional controls provided for 
the six supply systems in the main 
building include a _ static pressure 
control, economizer control, and a 
safety high limit humidity control. 

The static pressure regulator con- 
trols the vortex damper on _ the 
supply fans. 

To prevent the use of maximum 
outdoor air for cooling when its tem- 
perature is too high, the economizer 
control has been incorporated in the 
system. This consists of an outdoor 
Foxboro Dewcel unit. 

The safety high 
control consists of a high 


limit humidity 
limit 


.hygrostat in the return air duct at 


the roof level. This controls the start- 
ing and stopping of the spray water 
circulating pump at the surface de- 
humidifier through an electric pres- 
sure switch wired to the pump motor 
starter. This control can be cut out 
of operation during summer by a 
manual switch. 

Should the relative humidity of the 
return air exceed a pre-determined 
setting, the hygrostat stops. the 


(Concluded on next page) 


"Seal with 


a Simple in Construction 


af Easy to install 


.. you get all these important features 
in 19 years of time-tested, performance- 
proved ROTARY SEALS...A4A 
complete line of sizes. 


UNIT 
NO. 4120 


900 MODELS 


W Economical 


¢ Efficient in operation 


mechanical 
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SEAL. 
. i] shafts 
2020 NORTH LARRABEE STREET 


seals 


Certainty!” 


CHICAGO 14, ILLINOIS, U.S.A. 


CANADIAN AGENT: 2025 ADDINGTON AVENUE 
MONTREAL 28, QUEBEC, CANADA 
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As a water conservation measure, a 90 by 200-ft. spray pond was con- 
structed on the grounds of the insurance company to cool condenser water 
for the 1,100-ton air conditioning system. Note the demountable wooden 
barrier to minimize wastage of water by wind and to keep out dust 
from crushed stone apron, on which a cement walk will be laid. 


ok 
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Zone Thermostats Allow for Master Control 
Of Temperatures In Eastern Installation 


(Concluded from preceding page) 


spray pump, starting it again when 
the relative humidity falls below the 
instrument setting. 


Controls for the four supply sys- 
tems in the new east and west wings 
of the building are similar though 
not identical with those used for the 
six systems in the original structure. 


Instead of having but one fresh 
air damper, for example, each system 
in the new wings has a minimum and 
a maximum fresh air damper. These, 
along with the recirculating damper 
and exhaust damper, are controlled 
by an electro-pneumatic valve wired 
to the supply fan motor circuit. This 
is so connected that when the sup- 
ply fan is started, the minimum fresh 
air damper opens and the maximum 
fresh air, recirculating and exhaust 
dampers are connected for control 
by the dewpoint regulator. 

Dewpoint temperature control is 
provided by an indicating tempera- 
ture regulator with its thermostatic 
bulb located on the leaving side of 
the dehumidifier. It controls the au- 
tomatic valves in the steam supply 
to the pre-heating coil, the maximum 
fresh air damper, recirculating 


damper, exhaust damper, and three- 
way chilled water valve. 

Control cycle is such that on a 
rise in temperature, the larger and 
smaller pre-heater valves are modu- 
lated to a closed position in se- 
qence; next the modulated control of 
the maximum fresh air and exhaust 
damper from a closed to an open 
position as the recirculating damper 
travels from the open to closed posi- 
tion, and finally the gradual open- 
ing of the three-way chilled water 
valve from the 100% by-pass posi- 
tion to the 0% by-pass position. 

On falling temperature, the re- 


verse takes place. A safety low limit | 


thermostat set for 35° F. is located 
near the return end of the pre- 
heating coil. It gradually opens the 
pre-heater valves if the leaving air 
falls below this temperature. 

The systems for the wings also 
include controls for fan discharge 
temperature, return air, static pres- 
sure, economizer, and safety high 
limit humidity, as in the six systems 
for the original structure. 

Filters employed in the various 
systems at the Massachusetts Mutual 
installation are the six-ply paper PL 
filters made by American Air Filter. 


condensers and coolers .. . 


HAGAN BUILDING 


First Aid 


for Cooling Water Troubles 


Micromet prevents lime scale, controls corrosion in evaporative 
cooling towers . . 
air washers. Micromet forestalls clogged or rusted coils and 
piping . . . cuts maintenance costs ‘way down. 

Leading engineers and manufacturers use Micromet to in- 
crease the efficiency and service life of equipment that uses, or 
comes in contact, with water. Micromet—a slowly soluble vitre- 
ous phosphate—is introduced automatically into your water 
supply through simple, inexpensive feeders . . . 
ditioning up to a million gallons of water a month. 


Tell us about your water troubles and write 
today for-our free Air Conditioning Booklet. 


CALGON, INC. 


. humidifiers .. . 


capable of con- 


PITTSBURGH 30, PA. 
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As part of the 1,100-ton 
conditioning pliant at the 
Springfield, Mass. home 
offices of Massachusetts 
Mutual Life Insurance 
Co., 10 Carrier surface 
dehumidifiers such as 
shown here were _in- 
stalled by Buerkel & Co., 
Boston contractor. The 
installation will provide 
comfortable conditions 
for the 1,300 employes 
with resultant improved 
efficiency, and will avoid 
closing the offices on 
extremely humid sum- 
mer days. 


DOOR GASKETS ‘ 
ARE LESS EFFICIENTE 


tike a flat tire, flat door gaskets 
are inefficient. , 
Add to your profits on each ~ 
service call by inspecting and — 
installing new gaskets where — 
needed. : 
For lasting customer satisfaction 
install JARROW gaskets. 


ARROW PRODUCTS 


420 NO. LA SALLE ST., CHICAGO 10 | 


| REFRIGERATION & AIR CONDITIONING 
| UNITS * PARTS * TOOLS * SUPPLIES 
AIRO delivers to your 
door. Order by mail-- 
depend on our fast 
nation-wide service. 


These are arranged in banks of vari- 
ous sizes—from four units wide by 
three high to nine units wide by 
five high. 

Ten Carrier surface dehumidifiers 
are incorporated in the installation 


Write for catalog 50A 
on your letterhead. 


-AIRO SUPPLY CO. 


as a whole, being designed to handle 
a total air load ranging from 9,240 
c.f.m. to as high as 37,755 c.f.m. Sen- 
sible load is figured to range from 
296,630 B.t.u./hr. for one system in 
the wings to a high of 1,175,799. 


2732 N. ASHLAND AVE., CHICAGO 14, ILL. 
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Wherever tubing has a role in refrigeration, there’s 


‘Its amazing leakproof qualities alone set this unique 
tubing far above tubing of any other type. 


/The halogen vapor leak detector, ‘“‘world’s best nose 
accurately sniffs out leaks as infinitesimal 
-as 1/100 of an ounce a year! Yet under continued 
tests, no evidence of leakage was found with Bundy- 


How Bundyweld baffles 
the “world’s best nose for leaks” a 


a place for Bundyweld! 


” 


for leaks, 


weld during various test periods. 


Why this phenomenal performance? Because Bundy- 


Bundyweld Tubing 


weld is double-walled from a single strip and copper- 
brazed through 360° of wall contact. This exclusive 
Bundy process also means a stronger, lighter tubing 
that’s thinner walled for faster cooling. Bundyweld 
is ductile, too! It can be bent, fabricated with ease, to 
meet the most demanding forms without collapsing 
or weakening structurally. 3 


Your refrigeration tubing requirements will find a 
made-to-order answer in Bundyweld. Get the complete 
facts from a Bundy distributor listed below, or write: 
Bundy Tubing Company, Detroit 14, Michigan. 


DOUBLE-WALLED FROM A SINGLE STRIP 


WHY BUNDYWELD 


continuously rolled 
twice around laterally 
into a tube of uni- 
form thickness, and 


Bundy Tubing Distributors and Representativ 
Bank Bidg. . 
Rutan & Co., 404 Architects Bidg. . 


Toronto 5, Ontario. Conode: Alloy Metal Soles, Ltd., 881 Bay St. 


1S BETTER TUBING 


passed through a fur- 
nace. Bonding metal 
fuses with basic 
metal, presto— 


42, Mass.: Austin-Hastings o. Inc., 226 Binney St. © 


oe C 3333 
Chic 32, til: Lapham-Hickey Co., 
tect — Son Irenebes 10, Calif: Pacific Metals Co., Ltd., 3100 19th St. - 


NOTE the exclusive 
patented Bundyweld 
beveled edge, which 
affords a smoother 
joint, absence of bead 
and less chance for 


SIZES UP any leakage. 


Chattanooge 2, Tenn.: Peirson-Deckins Co., 823-824 Chattanooga 

izabeth, New Jersey: A. B. Murray Co., Inc., Post Office Box 476 . Philadelphia 3, Penn.: 
le 4, Wash.: Eagle Metals Co., 3628 E. Marginal Way 

« Bundyweld nickel and Monel tubing is sold by distributors of nickel and nickel alloys in principal cities. 


Bundyweld... 
double-walled and 
brazed through 360° 
of wall contact. 


W. 47th Place . 
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Fazelbhoy Urges Relaxation of India’s Ban 
On Importation of U. S. Equipment; Sets Up 
First Refrigeration, Air Conditioning School 


BOMBAY, India — Relaxation of 
the ban on importation of U. S. air 
conditioning and refrigeration prod- 
ucts into India was strongly urged 
by Ahmed A. Fazelbhoy in a speech 
marking his retirement as president 
of the Refrigeration and Air Condi- 
tioning Trades Association, Ltd., 
Bombay. 

Addressing the first annual gen- 

eral meeting of the association, 
Fazelbhoy termed the ban “false 
economy” and warned of the—‘dis- 
astrous’” consequences that might 
ensue if members of the trade were 
forced to use inferior equipment from 
soft currency countries. 
'At the same time, Fazelbhoy an- 
nounced that he and his wife had es- 
tablished the Munir Memorial Trust 
to commemorate the memory of their 
only son, Munir, who died in an ac- 
cident last year in New York where 
he was studying refrigeration engi- 
neering. 

He said the trust will help es- 
tablish a full-time institute to be 
called the Munir Fazelbhoy School 
of Refrigeration and Air Condition- 
ing Engineering. It is planned to 
affiliate the school with the M. H. 
Saboo Siddik Institute of Bombay, 
he added. 

(A ceremony opening the school 
—the first of its type in India—was 
recently held before a distinguished 
gathering. The ceremony was per- 
formed by M. C. Chagla, Chief 
Justice of .Bombay, who predicted 
that “air conditioning is bound to 
play a big part in our lives.” He 
also stressed that refrigeration could 
save the large quantities of the na- 
tion’s food that are now being wasted. 

(In another talk, Fazelbhoy said 
the non-profit school “one day may 
contribute to the improvement of the 
economy of this country. It may 
also perhaps help to make some de- 
sirable changes in the nation’s food 
habits. All this will no doubt happen 
if the science of refrigeration is ap- 
plied to preserve and process the 
many articles of foods of our daily 


‘consumption which are capable of 


processing and preservation, as many 
of them are.” 

(The school, he declared, ‘will ful- 
fill a great national need for trained 
personnel for whom a very definite 
and large demand exists.’”’ He said 
it is expected that the school ‘will 
become the center to train personnel 
without distinction of caste or creed.” 


May Set Up ‘Data Pool 


(In time, he said, the trustees 
hope to develop a refrigeration re- 
search center in connection with the 
school so trade and industry can be 
provided with valuable data. An at- 
tempt is now being made to collect 


a full library of books which con- 
tain data on refrigeration engineer- 
ing and application for student use, 
he added. 

(The school now has a capacity 
enrollment of 14 students. It is 
planned to expand the institution as 
soon as possible.) 

In discussing current import re- 
strictions, Fazelbhoy emphasized 
that refrigeration and air condition- 
ing equipment “is not a luxury line 
as is sometimes misconceived but 
the most vital necessity if we are to 
properly evaluate its benefits.” 

“T feel,” he continued, “that this 
story must be told to the public and 
that the government should be made 
to appreciate the essential character 
of our trade in our national economy, 
in order that the throttling effect of 
the present restrictions on our trade 
and industry be relaxed or removed 
to as great an extent as practical. 


‘Irksome Restrictions’ 


“Just to give an idea of how irk-, 
some the restrictions are it may be 
stated that last year we were told 
to explore the possibilities to im- 
port refrigerators and supplies from 
Sterling countries, and yet one of 
our main items, viz., domestic re- 
frigerator, was licensed for only 10% 
of the value of previous year’s im- 
ports for the period July-December, 
1949, even from Sterling countries. 

“Since 1947 all imports from the 
U. S. A. were banned on the under- 
standing that they would be allowed 
freely from soft currency areas, but 
this was not permitted except for 
very short time. 

“This year there is relaxation up 
to 25% for the January-June period. 
This is better, but the total ban on 
import from the U. S. A., if we 
examine carefully, becomes an un- 
economical problem. 

“Superficially we are conserving 
hard currency but when we consider 
the fact that U. S. equipment and 
supplies are less expensive and of 
better quality than the equipment 
and supplies from Sterling areas, 
then in our opinion, it is better to 
issue even limited licenses from the 
U. S. and other dollar currency areas 
than to place a complete ban on its 
imports. 

“To compensate for this dollar 
consumption the government could 
well restrict the import of other 
items from the U. S. A., and give 
licenses from the Sterling area where 
the quality of the products concerned 
are equally good. 

“In the U. S. A. . the cost 
of production per unit is greatly 
lower as compared to any other 
country due to mass production, ad- 
vanced technique and facilities, and 


the best kind of raw material. 

“The manufacturers there have 
far more experience which is longer 
than that of any other country in 
the manufacture of products such 
as refrigerators, water coolers, 
bottle coolers, commercial refrigera- 
tion equipment, air conditioning 
equipment, etc., and essential sup- 
plies such as ‘Freon,’ copper tubing, 
cooling coils, valves and fittings, etc. 

“The United States has more in- 
ventions and improvements to its 
credit than any other country. For 
example take copper tubing alone. 
We do not know of any other coun- 
try yet able to supply a product of 
proper Saring quality or having uni- 
torm annealing properties and being 
completely dehydrated and with clean 
interiors such as is essential for our 
installations. 


Where U. S. Products Excell 


“And take the case of ‘Freon’ re- 
frigerant. It is absolutely necessary 
that the standard of purity and dry- 
ness must be the highest for the 
proper maintenance of valuable 
equipment. It is false economy to 
compel us to use any other product 
and invite breakdown of equipment 
if an alternative product of the same 
standard of purity and dryness is 
not available in soft currency areas. 

“Now if we are asked to use such 
products from soft currency countries 
supplied by manufacturers who have 
not yet reached the required stand- 
ard or whose qualities have not yet 
been proved completely satisfactory, 
consider how disastrous will be the 
change-over. 

“Some of you may have had the 
experience of an installation break- 
ing down because copper tubing was 
cracked by vibration or its joints 
become loose with the consequent 
loss of valuable refrigerant besides 
the loss of stored product. I have 
known valuable sealed systems be- 
coming total losses as the connec- 
tion would not stand up to normal 
shifting and transport over trucks 
and railways due to the poor anneal- 
ing and flaring qualities of inferior 
tubings used in same. 

“Consider the case of a large re- 
frigeration or air conditioning plant 
in which precious food or produce 
is stored and the amount of valuable 
refrigerant that is charged. This re- 
frigerant and food both can be all 
lost by the use of a piece of poor 
quality of tubing or a bad fitting 
costing only a fraction of building 
that plant. 

“Consider the tremendous loss in 
spoilage of produce or foods and the 
economic loss by these breakdowns, 
and you will appreciate what poor 
economy it is to save some dollar 
exhange and force us to use prod- 
ucts not tried-out. 

“Now take the case of restrictions 
on the import of refrigerants, viz., 
‘Freon,’ methyl chloride, or sulphur 
dioxide. They cannot be used for 
anything else except for cooling pur- 
poses. What is then the meaning of 
restricting their imports and in what 
manner their free import is going to 
use up any more foreign exchange 
passes one’s understanding. .. .” 


The speaker then mentioned ‘the 
possibility of our manufacturing in 
India some of the items which are 
now imported in large numbers and 
I hope you will give your thought to 
this aspect in the interest of our 
country’s industrial progress. 

“I feel that for the present it is 
not possible to make small parts 
and components such as_ valves, 
thermostats, copper tubing, condens- 


CHAMPION 


National's CHAMPION Dry 
Beverage Cooler has earned 


its tithe by always coming 
out on top when it comes to 
performance. It gives clean- 
er, faster cooling, and its 


improved 


construction _re- 


duces cooling costs. Exteriors | 


available are in all stainless steel (except back) or 
Black Morocco with all stainless steel tops. 


* Automatic Inner Lighting 
* Easy Slide-Up Doors 


Other National 


Dry Beverage Coolers 


* Removable Partitions 
* Reinforced Structure 


include the | 


STANDARD slant top model, and the new MIRACOOL 


flat top cooler. 


Write For Our General’ Open Kitchen Catalog and 
Our New Dry Beverage Cooler Folder 
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Cleveland 15, Ohio 
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ing units, and the innumerable fit- 
tings used by the industry. Even 
England, Australia, Canada, and 
European countries import many of 
these items from U. S. A. 

“There is no doubt, however, that 
all types of domestic and commercial 
refrigerator cabinets and _ cooling 
towers, ice cans, and coils for ice 
making plants, and such other items 
in a fair and usable quality and 
standard can be made if attempted 
and we should turn now our atten- 
tion for their production in India on 
a planned basis. 


Making Liners Poses Problem 


“The only difficulty I envisage in 
the manufacture of domestic cabi- 
nets is the inside porcelain liner 
but perhaps this problem can be 
met by the cooperative effort where- 
by all intending manufacture of cabi- 
nets can combine to establish a 
ferro-enamelling plant to make these 
liners or consider a substitute such 
as stainless steel sheet, though I am 
not sure the stainless steel liners 
would be suitable for certain types of 
refrigerators. 

“Here again the government should 
ensure that the hermetic and open- 
type condensing units are freely al- 
lowed to be imported from any 
country from which we can obtain 
the right type of equipment suitable 
to our specifications and that we 
should not be forced to use or make 
‘Pandora’s Boxes’ by equipping in- 
ferior systems which have yet to 
prove their trouble-free and lasting 
qualities for service for 10 to 15 
years. 

“I know of a case in which a large 
number of hermetic systems imported 
from a European country had all to 
be replaced. There is no certainty 
that such units unless they are from 
recognized makers will stand up to 
their normal life in this country. 


“I hope our industrialists will turn 
their attention to manufacture and 
the government will no doubt give 
all assistance.” 


Here, Fazelbhoy referred to the 
present activities of many firms to 
make “cheap” ice fruit or candy 
making plants. 


“IT wonder,” he_ said, ‘whether 
those in the trade realize the great 
harm that is being done to the 
health of the poor youngsters who 
are the large customers eating this 
so-called food product made under 
most unhygienic conditions from 
harmful ingredients such as coloring 
not meant as food colors, unfiltered, 
unboiled water, non-sterile straws 
and made in an environment where 
‘hygiene’ is conspicuous by its ab- 
sence. 

“What is worse, it is generally 
hawked and sold at a temperature 
below freezing point and often eaten 
at that temperature. This should 
surely injure the teeth and tongue 
tissues of children. 

“In all conscience I wish to appeal 
to my friends here that they as 
prime factors in the ice fruit busi- 
ness should exercise their duty and 
see that suitable conditions are pro- 
vided by their customers, that infor- 
mation is supplied to them in the 
use of proper ingredients, and to co- 
operate with the municipal authori- 
ties to check the unsanitary ways or 
conditions in the manufacture and 
sale by hawkers and others in order 
that a food product which is not 
harmful to the health of our children 
is provided, and that the coloring 
matter used should conform in quality 
to standards allowed by legislation 
and defaulters should be severely 


| penalized. 


“You will all agree that money 


| making at any price is not our aim 
| and here again our association can 


evolve a good code for the manu- 
facture and sale of ice fruit in the 
country and make suitable propo- 


| ganda and recommendations.” 


Continuing, Fazelbhoy pointed out 
“throughout the world ice 
cream is supposed to be the most 
nourishing food for the young and 
old alike. Yet here in this presidency 
we are, I believe, not allowed even 
the free use of condensed milk or 
milk powder for its manufacture. 


“Pure milk is banned for certain | 
reasons, but I hope the authorities | 


concerned will re-consider this ques- 
tion again and if the supply of pure 


milk is improving as reported then | 


it should be allowed in the prepara- 
tion of ice cream or restrictions on 


the use of condensed milk, milk | 


powder, and ice cream mix may be 
removed completely. This will be in 
line with most states in India where 
no such restrictions apply and ice 
is freely made even from 
fresh milk.” 


Turning to a review of some of 
the association’s activities of the past 
year for the improvement in trading 
conditions, Fazelbhoy noted that rep- 
resentatives -met. the Collector oi 
Customs, Bombay, for the prope: 
classifications of items comprised i) 
the commercial refrigerating appli 
ances group. 

“The customs schedule has no ade 
quate classification in this respect, 
he stated, “and representations wer 
also made to the Central Board o 
Revenue. 

“Curiously any kind of cabinet 
type appliance whether it is a larg 
reach-in refrigerator for hotels 
bottle cooler for’ restaurants, o: 
water cooler for a factory, and eve) 
a soda fountain, all are now as 
sessed as ‘domestic refrigerators’ a 
the maximum rate of duty. The ques 
tion of duty apart, surely with th: 
advance and progress we have mad 
in all directions the governmen 
should keep pace to improve th. 
schedule and make it more represer 
tative. Consider the volume of in 
ports that is now being made by ou 
trade. 

Though we have followed up ou 
representations, I am sorry to sa 
that still the classification remain 
as it is for all practical purposes 
causing unnecessary confusion to al! 
There have been some _ instance: 
where members have been unduly 
penalized by Customs in India for 
importing items definitely allowed b, 
licenses which describe them as com. 
mercial refrigerators and yet the 
customs took some different view 
and valid imports were subject to 
heavy fines without any justification. 


Fine Being Appealed | 


“As an instance, I will mention 
that an import of three beverage 
coolers only imported against a 
license describing them as ‘commer- 
cial refrigerators’ was subjected to a 
fine of Rs. 7500/-. This case is now 
under appeal with the Central Board 
of Revenue since last September and 
still a final decision is to be taken 
to refund the fine... . 


“We are also now moving the pro- 
per authorities in the matter of ap- 
plying gas cylinder rules in a manner 
which would not dislocate the main- 
tenance and service work of the 
trade by irksome compulsory testing 
rules, especially for small cylinders 
of 5, 10, and 25 lbs. capacity. Some 
progress has been made and we 
hope to persuade the authorities to 
appreciate our problem and modify 
the present rules. 


“Last year we had interviews with 
the Chief Controller of Imports. Our 
representative was sent to Delhi to 
join the deliberations for the planned 
development of refrigeration in India 
at the request of the Ministry of 
Agriculture and made valuable con- 
tribution to the important discussions 
on this subject. We also met on two 
occasions M. L. Khanna, refrigera- 
tion development engineer, Ministry 
of Agriculture, to discuss our trade 
problems. .. . 

“During the year, 10 meetings of 
the committee were held and various 
subjects were discussed as affecting 
the trade.... 

“It is also proposed that for 
broad questions affecting the trade, 
a joint council be formed with the 
cooperation of the Calcutta Associa- 
tion and other trade interests in 
India. Such a council will meet from 
time to time and wherever neces- 
sary make representations to the 
Central Government on behalf of 
the whole trade in India... .” 

He urged members to extend 
their cooperation to the incoming 
president, Shri Harish Chandra Lall. 


Air Cooled Movie Houses Still 
Called ‘Unique’ In Paraguay 


ASUNCION, Paraguay — Called 
“unique” in Paraguay, an air conci- 
tioned motion-picture theater wis 
recently opened here. It is the deluxe 
Cine Victoria, which seats 1,500. 
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WE WILL BUY! 


SURPLUS 
GASOLINE -DRIVEN 
MOTOR GENERATORS 


ANY QUANTITIES *« MUST BE NE 
Write, Phone Or Call For — 
IMMEDIATE ACTION | 


TRACO Industrial Cor 


| 455 W. 19 St., N.Y. 19, WAtkins 4-430, 
(Send for Traco’s complete list 


of sensational bargains) 
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\RGENTINA FIRM MAKES 
MUSHROOM’ INSTALLATION 


General Electric 
Tucuman 117 (R. 34) 
Buenos Aires, Argentina 
ditor: 

With regards to your issue of June 

3}, of the use of packaged air con- 

tioners in Mushroom Houses we 

ould like to inform you that we also 

d the same down here in South 

merica. 

About eight years ago we installed 

hot air central system with centri- 

_gal fan and ductwork, to hold 70° 

during the second period of 
,rowth; cultivation was not done 
uring the summer, as during the 
nird period temperatures should not 
;o over 65° F 

Last year we installed four Gen- 
«val Electric 5-hp. FD-50 store cool- 
ers in two large basements, extremely 
\ell insulated; these units hold 65° 
}. fine, but with a high relative hu- 
niidity; therefore, we also added 
reheat with electric heaters. 

The firm now works the year- 
round; the first and second period of 
growth is done in the mushroom 
house, the third in the basements, 
which in winter have a natural tem- 
perature of 60 to 65° F.; if it goes 
higher the air conditioners go to 
work. 

Well water is used which is 
pumped to a tank on the roof and 
then piped to the units entering the 
condensers at approximately 72° F.; 
we use two units without ductwork 
for each basement, which measure 
30 by 90 ft. 

The heating plant consists of three 
General Electric type LA _ oil-fired 
boilers, which although intended 
mainly for home installations, have 
given us excellent results in various 
types of installations. 


We have used G-E store coolers for 
chemical products, testing labs, dry- 
ing rooms, and other non-comfort 
jobs with excellent results. 

We hope you find some interest in 
the preceeding facts; actually air 
conditioning is pretty well developed 


in Buenos Aires, but very little in 
the rest of the country; the city has 
a large number of central station in- 
stallations in apartment houses and 
private residences. 

In ending we might add that your 
publication is enjoyed by all. 


JUAN CAMPBELL, 
Air Conditioning Department 


EXHAUST FAN WILL BEAT 
WINDOW CONDENSATION 


Cooperative Extension Work In 
Agriculture and Home Economics 
State of Connecticut 

Editor: 

I was interested in the window con- 
densation problem that H. K. Folsum 
described in your July 10 issue. There 
is no doubt that the three suggestions 
pointed out by Mr. LaSalvia will do 
the trick; however, the double glass 
throughout the house is somewhat 
expensive. The condensation on the 
windows is only an indication of 
what is happening throughout the 
walls of the house also. 

. Putting on double glass is like tak- 
ing an aspirin—it will remove the 
headache, but it will not eliminate the 
cause of the condensation. If there is 
no vaporproof barrier on the inside 
wall of the house, condensation will 
also be taking place inside of the 
wall, and, undoubtedly, will in time 
rot the sill of the house if it is of 
frame construction. 

It would appear that the answer 
would be to use an exhaust fan to 
exhaust the air from the house and 
take in outside fresh air beginning 
as soon as the outside temperature 
reached the house temperature, prob- 
ably early in the evening. The air 
should be exhausted from all of the 
rooms, and not just the room that the 
fan or air conditioning equipment is 
in. This would mean that all of the 
windows should be opened slightly 
and good circulation § established 
throughout all of the rooms. 


GEORGE W. CROWTHER, 
Extension Agricultural Engineer 
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SEEKS FURTHER DATA 
ON CANDY COOLING 


Equitable Equipment Co., Inc. 
410 Camp St. 
New Orleans, La. 
Editor: 

In AIR CONDITIONING & REFRIG- 
ERATION NEWS of June 12, 1950, 
there is an extremely interesting 
article on page 6 entitled ‘Keeping 
Candy Salable.’’ In that particular 
article reference was made to the 
Refrigeration Research Foundation 
and their bulletin No. 50-2. Further 
reference was also made to the Na- 
tional Association of Refrigerated 
Warehouses and the National Con- 
fectioners Association. 

We are very much interested in 
having in our files here copies of 
such references and we would like 
very much to have you let us know 
the address of the Refrigeration Re- 
search Foundation as well as the 
address of the National Association 
of Refrigerated Warehouses and the 
National Confectioners Association. 

J. T. KNIGHT, JR., Manager 
Air Conditioning & Refrigeration Div. 

Answer: In reply to your recent 
letter, the addresses you asked for 
are as follows: 

The Refrigeration Research Foun- 


dation, Inc., 410 Mercantile Bldg., 
Berkeley, Calif. 
National Association of Refrig- 


erated Warehouses, Inc., 608 Tower 
Bldg., Washington 5, D. C. 

National Confectioners Association, 
1 N. LaSalle St., Chicago. 


WHAT COMPANIES PRODUCE 
AUTO AIR CONDITIONERS? 


Airko Air Conditioning Co. 
Air Conditioning Installation & 
Commercial Refrigeration 
1119 16th St. 

Miami Beach, Fla. 


Editor: 

Recently we have learned that 
there are firms in the air condition- 
ing and refrigeration industry that 
are working on the development and 
production of air conditioning units 
to be installed in passenger auto- 
mobiles. We understand that these 
units are to be sold at approximately 
$600 each. 

If you have any information as to 
what the names are of any concerns 
engaged in this activity we would 
greatly appreciate your forwarding 
them to us. 

J. H. SINGER, 


Sales Manager 1 


Answer: 

One company that has ac- 
tually brought out such a unit is 
Frigikar Corp., Box 686 Dallas, 
Tex. Another who has worked to- 
wards developing such a unit is 
Otto Tinky, 6264 Olive Blvd., St. 
Louis, Mo. 


AIR CONDITIONING KEEPS 
INDIA’S HORSES IN TRIM 


Carrier Corp. 
New York City, N. Y. 
Editor: 

We were interested in the June 19 
issue of AIR CONDITIONING & REFRIG- 
ERATION NEWS featuring the “bizarre” 
story of the new air conditioned 
stables for racing horses at the 
Singapore Turf Club. 

Air conditioning for the purpose 
has been used for many years in hot 
humid countries in the Far East. As 
far back as 1938 Captain J. E. 
Barnes, Veterinary Surgeon of the 
Ceylon Turf Club air codnitioned a 
stable with a Carrier room air con- 
ditioner. Horses placed in an air 
conditioned stable showed immediate 
improvement—-two of these won 
against stiff competition, one being 


MORE FROZEN FOOD STORAGE 


> 


the three-year-old mare Koa, winning 
the Watagoda Plate at the Colombo 
track in September, 1938, after being 
air conditioned for 15 days. 

Following this, air conditioning of 
race horse stables by means of a 
Carrier room air conditioner was in- 
stalled in 1939 at the world-famous 
Mahalaxmi Racetrack in Bombay 
with equally satisfactory results. 
The question then arose as to whether 
railroad cars could be air conditioned 
to permit the comfortable transpor- 
tation of racehorses from Bombay to 
Calcutta, but the outbreak of the 
war caused the abandonment of this 
project. 

In early 1949, air conditioning for 
racehorses was installed at the Bukit 
Timah stables in British Malaya. 
After being placed in a Carrier air 
conditioned stall, the horse Natural, 
a victim of “dry sweating” won the 
Gold Cup at the Selangor Turf Club 
in Kuala Lumpur, equalling the 
course record. 

The practice of air conditioning 
racing stables has been going on for 
some years. The same holds true for 
air conditioning of stables for milk 
cows. 

FRANK J. RIDER, 
Sales Promotion Manager 


EVEN 9-YEAR-OLD UNITS 
EARN SALES FOR STORE 


Hartleip Equipment Co. 
921-925 E. Fourth St. 
Waterloo, Iowa 

Editor: 

I was quite interested in noting in 
your Aug. 7 issue the article on the 
back page describing the air condi- 
tioning installation in the Waterloo 
Hardware Co., because our company 
made this installation. 

It might be interesting to you to 
know that when these units were in- 
stalled they were not new, but had 
been in constant use for nine years 
previous to this in our local news- 
paper office and were traded in on 
new units. This accounts for the 
low cost of $2,000 Mr. Chickering 
mentioned in this article. 

The article definitely offers a very 
powerful sales story. Naturally I ex- 
pect to make this article a part of 
our sales kits and would like to 
supply all of our dealers with copies 
of the issue containing this article. 
I would appreciate it if you would 
send us c.o.d. about 25 copies of this 
issue. 

WAYNE S. HARTLEIP 


COMMERCIAL FIRMS LIKE 
‘HOW-WE-DO-IT’ STORIES 


F. D. Stella Products Co. 
Commercial & Industrial 
Refrigeration Sales & Service 
4011 Fenkell Ave. 

Detroit, Mich. 

Editor: 

I have just received the Aug. 7 
issue of AIR CONDITIONING & REFRIG- 
ERATION NEWS and I appreciate the 
remarkable writeup that you have 
given the F. D. Stella Products Co. 


Times, as they are now, I feel that 
this information can be of real 
value to the commercial refrigera- 
tion distributors who at one time or 
another are confronted with admin- 
istration difficulties. 

Only through your publication can 
this information be presented to the 
industry. 

Again many thanks for your time 
and effort and you can be assured 
now, as in the past, your publication 
AIR CONDITIONING & REFRIGERATION 
NEWS is our weekly by-word. 


-. a STELLA, 
President 


WINE-DISPLAY ARTICLE 
SHOULD BE REPRINTED 


Andy’s Sales and Service 
2801 Twelfth St., N. E. 
Washington, D. C. 
Editor: 

In your Feb. 27, 1950, issue of AIR 
CONDITIONING & REFRIGERATION NEWS, 
you had an article on “Better Display 
of Refrigerated Wines in Stores New 
Showcase Increase Wine Sales 350% 
in Spite of Generally Slowing Mar- 
ket.” This article was on page 6. 

We would like to know if we can 
have 500 reprints of this column, and 
the cost of same. We wish to use 
it for advertising in our mailing list 
to the liquor stores. 

A. MAZZARELLA 


U. S. NEEDS BLUNT TALKERS 


Somersworth, N. H. 
Editor: 


We wish that there were more 
editors that had the courage to talk 
bluntly and plainly to us (the com- 
mon American people). 


A. F. BRACKETT 


mopet | BY | cys] SURFACE wtorirsiais 
NO. |1° Tp SQ. FT. | H w D EQUALIZED REFRIGERANT DISTRIBUTION 
en Ral Bho Bhat Ea EE Model PM-0 (1% H. P. Static Condenser) 

ee | en eee ee for household refrigerators, etc. . . . another popular 
433-HR| 433 | 860] 125.28 | 9/2" | 33" | 207%" PARmetic sealed unit that can be serviced in the field 
540-HR} 540 | 1052) 153.22 "2" 39" | 237%" PARmetic Model PM-O and Motor cooler running; no pumping noise 
‘ -688-HR 688 1400! 183.00 T hes 39" | 2374" Compressor MC-5 were. designed and many other outstanding PAR 
ae only for use with restrictor tube or features. Get in on the new or re- 
867-HR| 867 |1800| 231.75 1217," | 42" | 2534" other self unloading systems. They placement household market now! 
Stainless Steel, all refrigerants, feature: Removable dome; extreme See your wholesaler for complete 
Evaporators. Sizes 3% to 10 cubic quiet; high efficiency; large capacity; details on PARmetic Model PM-O. 

feet. 


Write for bulletin E-5 


STANDARD REFRIGERATION CO. 
332 S. Hoyne Ave., Chicago 12, Ill. 
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— Servicing Tyler Equipment - 


22 
= FOR [ — 
C00%. = 
= 
TIE UP WITH bil 


TYPHOON 


PACKAGED AIR CONDITIONERS 
T% to 2CE tons 


EVAPORATIVE CONDENSERS 


3 10 2OC tons 


Over 40 Years of 
Air Cooling Experience 


TYPHOON Air Conditioning Co., Inc. 
794 Union Street, a N. Y. 
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Ain Filters 


wash clean with water + - 


ot inexpensive- 


RI p= - PRODUCTS OF RESEARCH 


a RESEARCH PRODUCTS CORP. 


Madison 10, Wis., U.S.A. 


Open Cases Require Good Installation for 
Operating Success, Tyler Manual Stresses 


assistance. 


Proper installation of commercial refrigeration equipment is 
all-important if successful operation and satisfied customers are 
to be obtained. To guide its distributors and installers in this 
vital phase of their activities, Tyler Fixture Corp. of Niles, Mich., 
has published a Service Manual & Parts Catalog prepared by Art 
Perez, service manager, who credits Foster Brandon with invaluable 


While much of this relates directly to Tyler equipment, includ- 
ing HARDERfreez freezers, there is considerable basic and general 
information that will be helpful to anyone in the business. 
with Tyler’s permission the NEws is publishing excerpts from the 
manual, beginning with this issue. 


So 


With the age of open refrigerated 
cquipment, many new problems have 
arisen. There are problems of fab- 
rication, problems of operation and 
so forth. Of + prime importance to 
an installer of new equipment is the 
way in which old installation prac- 
tices have been affected by the open 
types of cases. 

This section should answer some 
of those unanswered questions which 
have arisen from time to time. Of 


mee. is et Eececctly for 


EFFICIENGEA 


maximum para 


Mais power packed round coil of improved evaporation design is ideal for 


Sane cooling applications as direct draw bars, soda fountains, reach-in 


prefrigerators, ete. 


PIE PLATE BLOWER UNIT 


} CAPACITY DIMENSIONS WEIGHT Furnished w/ fan guard 
a8 BYU/Hr/1~ 6%” Dx8% WwW List Price $44.50— 
EMRODEL NO. 82V ™ T. ly i 9%" A 7% net Freight Allowed 
oe Furnished w/ fan guard 
an oe 2 oem p76 oe 9# net List Price $54.00— 
ts rata Freight Allowed 
- o Furnished w/ fan guard 
y” J 
aenmmnceey 1 ERE ® 5) Pe" CAG SL Re ot List Price $65.00— 
pies ‘ Freight Allowed 


‘ SOLD THROUGH LEADING 
is 


i - 


@ For superior performance specify 


Boosters. Write for Details. 


PEERLESS of AMERICA, Inc. 


CHICAGO 22, ILLINOIS 


1501 N. MAGNOLIA STREET 


REFRIGERATION SUPPLY WHOLESALERS 


these PEERLESS products: Flash Plates, 
Flash Coolers, Dome and Unit Coolers, 
Ice Cube Makers, Fin Coils, Off Center 
Coils, Expansion Valves and Capacity 


PEERLESS of AMERICA, Inc 
1501 N. Magnolia Street 
Chicago 22, Illinois 


Send for full information on 
Peerless Pie Plate Blower Unit. 
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necessity, only the most common 
problems and questions can be dis- 
cussed and then such discussion must 
take place under the assumption 
that all the fundamentals of refrig- 
eration are already clearly under- 
stood. 


MULTIPLES (A SAVING) 


For many years, the commercial 
refrigerating industry has_ utilized 
multiples as a means of reducing 
costs in making installations. By 
connecting more than one refrig- 
erated fixture to one condensing unit 
it is natural that both the cost of 
installation, as well as that of con- 
densing units, will be somewhat re- 
duced. 

In actual practice, experience has 
proven that such installations are 
not only good from the cost stand- 
point but when such installations are 
properly planned and installed there 
are some advantages to be gained. 
Along with the advantages there are 
definite limitations and these must 
be considered and understood. 

Since the controlling of multiples 
is the greatest over-all problem en- 
countered with multiples, all factors 
concerning methods of controlling 
should be taken into consideration. 

Control of temperature in a line 
up of cases can be accomplished by 
either pressurestat or thermostat. 
There are limitations to each means 
of controlling. 


PRESSURE CONTROL 


With this device, control of fixture 
temperature is obtained indirectly; 
the switch is actuated by the pres- 
sure in the low side of the refrig- 
erating system so that the switch 
will open (stop compressor) at a 
pre-determined pressure in order to 
give the desired temperature in the 
case or cases. The switch closes 
(starts machine) when the pressure 
in the lower side has built up to the 
pre-determined point. 

It has been customary with closed 
equipment to set the cut-in pressure 
on the switch at such a point which 
will allow complete defrosting of the 
coil or coils on every off-cycle of 
the machine (36 p.s.i. for “F-12’’). 
Being that the heat loss in conven- 
tional equipment is small, the tem- 
perature does not rise excessively 
during this period when the coil or 
coils are defrosting, consequently 
there are no specific control or de- 
frosting problems in connection with 
that type case. The pressure switch 
performs a dual function, controlling 
and defrosting. 

Generally speaking, on open equip- 


ment due to high heat loss factors | * 
excessive warm up of the case or |}. 


cases will result from allowing the 
coil or coils to defrost completely on 
every “off” cycle. Thus, it is neces- 


replace if 


right with Kaxco... 


ey 


all-automatic defrosting 


with TYPE 0-91 “ALL-WEATHER” CONTROL 


Completely automatic defrosting—re- 
gardless of weather, load conditions 
or cold location of the compressor— 
helps maintain uniform relative hu- 
midity with this Ranco “All-Weather” 


mca Dac. 


COLUMBUS , OHIO 


Replacement Control. Eliminate expen- 
sive call-backs... increase your prof- 
its on every service job. Ask your 
wholesaler to show you the complete 
line of Ranco Replacement Controls. 


World's Largest Manufacturers of 
Refrigeration Controls . . . more 
than 20,000,000 controls in use 


* 


CHECK WITH mm Kan rs FIRST 


@ specialists in refrigeration 

@ dependability 

@ greater customer satisfaction 
@ more Ranco controls in use 
@ less stock to carry 

@ more profit to you 


sary to set the cut-in point on the 
pressure switch below a point where 
the coil will defrost. 

CAUTION: The _ switch should 
never be set so that only partial de- 
frosting of the coils will be allowed. 
Such partial defrosting will make it 
necessary to have a_longer-than- 
normal defrosting cycle in order to 
clear the coil. 

The cut-in pressure then should be 
set so that the cut-in point is such 
that the temperature of the coil is 
well below 32° (freezing point of 
water). 

Maximum cut-in point for ‘“F-12” 
should be 29 p.s.i.; for methyl, 21 to 
20 p.s.i. 


DEFROST SYSTEM NECESSARY 


It becomes obvious since the coil 
does not rise above 32° during the 
normal refrigerating cycle that some 
means of defrosting must be pro- 


vided. Such defrosting can be ac- 
complished by timer (turning the 
compressor off periodically), hot gas 
or other similar or related means 

Whatever means of defrosting i, 
used, the length of defrost must b 
adequate to clear the coil completel 


‘of ice on each defrost period c 


proper refrigeration will not be ha.. 
Under the subject of “Control” 
is well to remember that with son - 
types of double duty open cases a) 
iced-up coil will show up in the for , 
of freezing in the lower storage con . 
partment with inadequate temper: 
tures in the display compartment. 


SEASONAL CHANGES 


There is one inherent characterist 
of controlling by pressurestat whic . 
must be borne in mind. The refri; - 
eration requirements of a piece <{ 
equipment vary with season | 
changes. The amount of refrigeratic 1 
delivered to a case depends in pat 
on the temperature difference b.- 
tween the coil and the mean teri- 
perature of the refrigerated space, 
ic, the greater the temperatu'e 
difference the more refrigeration ¢ >- 
livered, etc. 

It then follows that it is necessa: y 
to change pressure settings (alter 
temperature difference) in order o 
maintain constant cabinet tempe)- 
tures through seasonal, ambient, te:- 
perature changes. 

(The above practice is necessary 
only when it is desired to maintain 
critical temperatures in the cases.) 


LOW (MACHINE ROOM) 
TEMPERATURE 


When any portion of the suction 
line or unit is subjected to tempera- 
trues which will give a corresponding 
pressure lower than the cut-in point 
in the pressure switch, it is advisable 
to use other means of control. Re- 
member the pressure in the low side 
always corresponds to the “lowest” 
temperature in the low side. 


(Continued on next page) 


How To Control Open Cases In Multiple 


Ly 


Le 


| 


Fig. 1—Two open 


cases in line (“A” and “B”) may result in cross- 


controlling if more than one compressor is used because refrigeration can 


overflow from one case to the other. 


Glass divider between cases will 


prevent this. 


bl 


| EX AMPLE- 
—)) UNILECTRIC 


Vending Machine 
| reduced 25 leads j 
to iad 9. 


“= : P : BEFORE 
*®Comprising wire, junction 


blocks, sockets, terminals, 
switches, disconnects, pow- 
er cords, etc., assembled 
into complete harnesses or 
groups of subassemblies as 
application requires. 


PROVE THIS! 


will reduce wiring costs 
in your refrigerators, 

freezers and commercial 

equipment 


ae 


This is a strong statement. But we have yet to tackle a wiring prob- 
lem for any customer without coming up with definite cost savings. 
And, in all instances, the UNILECTRIC wiring harnesses and com- 
ponents developed by our engineers meet or exceed UL Standards. 
Also, they have usually reduced installation and service costs. 


Intricate wiring 
with 25 leads in a bulky hard- 
to-assemble unit. 


TUILELT RIL 


wiring systems* 


AFTER 
TRIC Wiring System required 
only 9 leads, for drastic so - 
ings in wire, disconnects, ter: - 


Simple UNILE - 


inal blocks, housing. 


If you manufacture any other electrical equipment, UNILECTRI 
Wiring Systems will reduce your cost on all of them. MAKE U 
Write or wire for Bulletin ACN. 


UNITED MANUFACTURING & SERVICE CC. 


405 S. Sixth Street, Milwaukee 4, Wisconsin, Tel. Broadway 2-0570 


PIONEERS IN THE DEVELOPMENT OF APPROVED WIRING SYSTEMS AND COMPONENTS | 
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EXAMPLE 


Suppose a meat case line-up is be- 
ing installed (pressure setting 28 
p.s.i. cut-in). Assuming it is neces- 
sary to run the suction lines out- 
doors, 28 p.s.i. pressure (On vapor 
pressure chart) corresponds to 29° F. 

If under the above conditions the 
outdoor temperature drops’ below 
29°, difficulty may be expected since 
the machine will not resume its “on 
cycle” once it has turned off until 
the pressure in the low side builds 
up to 28 p.s.i. 

Other means of controlling should 
be used under the above conditions. 


THERMOSTAT CONTROL 


The use of the thermostat has been 
common enough as to make it seem 
unnecessary to go into any discussion 
of the principle of operation. 

There are times when, due to low 
ambients around the machine or suc- 
tion line, that a thermostat will have 
to be used in lieu of a _ pressure 
switch. In such instances the only 


certain that the defrost time is of 
sufficient length to completely clear 
the coils of any ice which might re- 
sult from partial defrosting during 
the normal refrigeration cycle. 

Generally speaking, the pressure 
switch is the preferred means of con- 
trolling open equipment. 


CROSS CONTROL 


It is interesting to note that with 
continuous line-ups of equipment 
(both open and closed) that where 
more than one compressor is used 
in such line-ups that cross control- 
ling might result. Such cross con- 
trolling is caused by an overflow of 
refrigeration from one case to an- 
other. For instance, in Fig. 1. below 
there are two endless cases, each 
case with its own control. 

There is no possible way of indi- 
vidually controlling the temperatures 
of the individual cases which are 
connected to the one compressor. A 
balance in temperatures must be had 
by balancing equipment (similar 
equipment), or there will be no ade- 


EVERY TOOL YOU NEED 
ON HERMETIC UNITS! 


mA 
~~ 


Controlling of the simple multiple 
may be obtained by either thermostat 
or pressurestat. 

There is actually no limit to the 
number of cases which may be 
hooked up to one compressor except 
the limits which should be dictated 
by good refrigeration practices. If 
it is desired to maintain more than 
one temperature in the line-up of 
cases, then, of course, it would be 
advisable to connect more than one 
compressor to the line-up. The more 
cases that are hooked up to one com- 
pressor, the more difficulty may be 
experienced in maintaining equal 
temperatures throughout the entire 
line-up of cases. 

Another factor which should limit 
the number of cases on one compres- 
sor is the fact that when a complete 
setup of refrigerated cases is con- 
nected to one compressor, failure of 
a major component of the system 
will mean complete loss of refrig- 
eration. With more than one machine 
some refrigeration might still be had 
while repairs are affected to the 
system. 

Assume that Case “A” has re- 
ceived adequate refrigeration and 
cycles “off” (either pressurestat or 
thermostat). Case “B” is not yet 
satisfied, the machine continues to 


run. Refrigerated air overflows from | 


“a to sla 

If a pressure switch is used to 
control temperatures then the (return 
to) running cycle of “A” will be de- 
layed since pressure rise in the coil 
will be retarded by the refrigerated 
portion at the right end of that case. 

In like manner, if a thermostat is 
used, overflowing refrigerated air 
may keep that feeler bulb satisfied 
when the actual over-all tempera- 
ture of the case is not adequately 
low. 

The result then is what may be 
termed as overshoot and undershoot, 
that is, overshooting and undershoot- 
ing the desired temperatures—giving 
a greater than normal case tempera- 
ture differential. 

Where such a condition might be 
objectionable, it may be advisable 
to operate both cases on one com- 


pressor or to control by only one | 


device. 
DIVIDER PREVENTS 
CROSS-CONTROLS 


Another possible solution is the 
use of a single glass divider between 


of Coolerator, Freeman was asso- 
ciated with the credit department 
of the Minneapolis-Honeywell Regu- 
lator Co, and was a lieutenant colonel 
in the Army during World War II. 


Auto Dealer’s Quarters Cooled 


MEMPHIS, Tenn. — Automobile 
Sales Co., local De Soto-Plymouth 
dealer, has occupied its new and 
permanent home at 309 Union. 

The air conditioned showroom has 
an unusually high ceiling with 14 ft. 
high plate glass windows in front 
and on each side. 


WE WILL BUY! 


SURPLUS 
REFRIGERATION V BELTS 


ANY QUANTITIES « MUST BE NEW 
Write, Phone Or Call For 
IMMEDIATE ACTION 


TRACO Industrial Corp. 


455 W. 19 St., N. Y. 19, WAtkins 4-4302 


(Send for Traco’s complete list 
of sensational bargains) 
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~GREES BELOW ZERO (Fahrenheit). 


 ANSUL OIL has been machine tested for lubrica- 
tion and wax-free characteristics in both high and 
“low temperature installations. It is absolutely uni- 
_ form... maintains high stability and has a low oxi- 
' dation rate. It has proved suitable for ALL refriger- 


_ Ansul Research was first to recognize the problems 
» resulting from low-temperature wax separation in 


Recommended for air condition- 
_ing and refrigeration systems 
‘ using standard refrigerants. 


- ANSUL OIL is an ALL-Temperature Re- 
_ frigeration Oil which conforms to the 
“rigid wax-free specifications established by Re- 
' search. It will not separate wax when mixed with 
a refrigerant (under specified conditions) and sub- 
» jected to temperatures as low as SEVENTY DE- 


ANSUL 150 OIL— 
The All-Temperature 
Refrigeration Oil— 
Is sold by leading 
refrigeration whole- 


- ating systems using any of the standard refrigerants. | 
| 


, oil- refrigerant mixtures. It realized the critical need 
for an oil which would not only lubri- 
cate and protect moving parts but would 


case “A” and “B.” Such dividers 
will not necessarily destroy the con- 
tinuity effect but will prevent such | 


salers everywhere. 


C4) (If you require a 


uF s : 4 higher v t il 
- overflow and cross controlling. figjitu) Also eliminate the persistent troubles { ask . lor ARSUL 
AGAIN IN 50 The effect of such overflow on \iea/ which pweee traced to Wwax-separation 300.) 
display case temperature is generally from oil-refrigerant mixtures. em kyo METS 


KEROTEST 


) HAS THE PRODUCTS! 
mee 


ge KEROTEST MANUFACTURING eg atin odes 


PITTSBURGH 22, PENNSYLVANIA 
Francisco, eg 
a Dallas, Tulsa, Odessa, Texas, Richmond, Atlanta, Toledo, St. Louis, Charleston, W: Va. 


such that a 2° to 4° greater than | es3> > 
normal temperature difference be- | 
tween cut-in and cut-out will result. |B | '. 


Where critical temperatures are not ; 
ANS UI CHEMICAL COMPANY 


important and additional tempera- 
ture variation should not be a factor. REFRIGERATION DIVISION, manners Bi. WISCONSIN 
ANSUL SULFUR-DIOXIDE, ANSUL METHYL CHLORIDE, ANSUL Oil, 1S “FREONS 


OFFICES & WAREHOUSES: New York City, Chicago, Los Angeles, San (To Be Continued) 
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SOLUBILITY OF WATER 


KINETIC CHEMICALS INC. 
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Refrigeration Problems 


their Solution 
by Paul Reed 


For Service and Installation Engineers 
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Use of Desiccants In 


Refrigeration Systems 


Since the first instalment (July 10 
issue) of this series of articles on 
“Use of Desiccants In Refrig- 
eration Systems,” we have received 


.several letters on the subject, includ- 


ing one from K. M. Newcum, presi- 
dent of Remco, Inc., and the author 
of the “Master Service Manuals,” 
enclosing some data on desiccants. 
Newcum also enclosed a chart by 
Kinetic Chemicals on the solubility 
of water in “Freon-12.” This is a 


~better chart than the one we used 


in our instalment of July 17, which 


showed ‘“Freon-12” temperatures up 
to only 80° and the corresponding 
moisture that “Freon-12” can hold in 
solution. 

The Kinetic chart, shown with this 
instalment, shows ‘‘Freon-12” up to 
120° with the corresponding moisture 
solubility. This chart is much more 
useful, for liquid line temperatures 
often run above 80° and not infre- 
quently up as high as 120°. More- 
over, by using logarithmic graph 
paper the curve becomes almost a 
straight line. We are indebted to 
Ken Newcum and .Kinetic Chemicals 
for this very useful chart. 


HOW TO USE THE CHART 


Plotted vertically (on the ordinate) 
are the percentages by weight of 
— 


BUILT “NOT TO LEAK.” Con- 
tact your jobber or send for 
free literature te 


CEE-KLEER SELLS YOU 
TO YOUR CUSTOMERS 


Make Trouble Visible 
with the only liquid indicator that fully indicates 
FULL 360° VISION 
Making Possible a Rapid Diagnosis of Operating Troubles. 

ENGINEERED By Service Men for Service Men 
PROVIDES Positive indication of excess oil in the system 
CEE-KLEER Sight Driers are 100% cleanable and refillable. A 
combination: Sight Drier-Strainer-Filter ALL IN ONE. Traps sludge, 
wax and foreign particles—assures clean systems. Makes servicing 

easier, faster—eliminates guess work. 


CEE-KLEER PRODUCTS CO. 
1335 Walnut St., Cincinnati 10, Ohio 


PERLICK’S popular 


OLYMPIAN 
BOTTLE COOLER 


4 Sizes 
50” to 10 Long 


In Stainless Steel 
or Black Enamel 


Cooler has 


Milwaukee 


5G 


Cools More Bottles... 
Costs Less To Operate! 


Your customers will be happier with a Perlick 
Olympian Bottle Cooler, because of its greater 
bottle capacity. But that's not all. . its better 
construction and heavier insulation also mean 
lower cooling cost and longer service. 


Now, due to increased demand and mass 
.Production economies, the Olympian Bottle 


makes it a better buy than ever! 


Write for Bulletin No. 56 


erlick 


BRAST CO. — 


IO, 


a NEW, REDUCED PRICE that 


Wis. |] 
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maximum solubility of water in liquid 
“Freon-12.”. The temperatures of the 
liquid ‘‘Freon-12’’ are plotted hori- 
zontally (on the abscissa). The 
right-hand scale converts percentage 
of moisture by weight to parts per 
million (PPM). One part per million 
equals .0001 (1/10,000) of 1%. 

As an example of the use of this 
chart, let us suppose that we have 
liquid ‘‘Freon-12”" in the liquid line 
at 70°. This point on the curve on 
the vertical 70° line falls on the 
.0076% horizontal line, or 76 parts 
per million: This means that liquid 
“Freon-12” at 70° and under its nor- 
mal saturation pressure of 70 p.s.i.g., 
can absorb .0076% moisture’ by 
weight. If there were any more 
moisture than that in the “Freon-12,” 
it could not be absorbed by the 
“Freon-12”" but would exist as free 
moisture. 

Moisture absorbed by ‘“Freon-12” 
does not freeze out as ice as long 
as the “Freon-12” remains at _ the 


much of it will freeze on the valve 
needle and seat. The ice will con- 
tinue to build up as more moisture is 
frozen out of the “Freon-12” passing 
through the valve, until finally it 
builds up enough to freeze the needle 
to the seat, and partially or en- 
tirely obstructs the passage between 
the needle and seat or the hole in 
the capillary tube, preventing the 
further flow of “Freon-12” into the 
evaporator. 

Without “Freon-12” to furnish 
refrigeration, the evaporator pumps 
down and finally defrosts. Then the 
valve warms up, too, and the ice 
melts from the needle and seat, and 
the valve again functions until it 
freezes up again. All service engi- 
neers will recognize these as_ the 
typical symptoms of a frozen expan- 
sion valve due to moisture in the 
system. 

The ice that melts from the valve 
needle and seat, during defrosting, 
passes as water into the evaporator 
where it may again freeze and lie 
as droplets of ice until a thorough 
defrost melts them. They can then 
get back to the compressor, con- 
denser, and the liquid line to again 
cause trouble at the expansion valve. 


GOOD DESICCANT REDUCES 
MOISTURE TO LOW 
PERCENTAGE 


Suppose, however, that a dehydra- 
tor had been used in the liquid line 
just ahead of the expansion valve, 
and the amount of moisture had been 
reduced to .001% or 10 PPM. Again 
referring to the chart, we see that 
this corresponds to the maximum 
solubility of moisture in liquid 
“Freon-12” at 10°. When “Freon-12” 
in the liquid line, with a moisture 
content of only .001% comes to the 
25° valve, no moisture will freeze 
out, so the system operates without 
freeze-up at the expansion valve or 
capillary tube. 

Of course, if we kept running the 
machine and were able to get the 
evaporator below 10°, we then start 
to have expansion valve freeze-up or 
“stickiness,” for below 10°, the 
“Freon-12” will start to give up 
some free moisture. 

Again we repeat that “Freon-12” 
will hold very little moisture in solu- 
tion at temperatures under 32°, and 
evaporator temperatures under 32° 
are necessary in refrigerating sys- 
tems, except air conditioning systems 


with evaporator normally held at 
40° to 45°. 

Also, again we want to emphasiz: 
what small amounts of moisture w, 
are talking about. They are so sma! 
that they are measured in ter- 
thousandths of one per cent bk» 
weight, or parts per million. 

From this chart we can see thet 
the maximum amount of moistu:: 
that an ordinary finned, self-defros' - 
ing coil operated at an average co | 
temperature of about 25°, would b> 
less than 20 parts per million, c- 
.002%, or two thousandths of 1°. 

If such a system held 10 lbs. c° 
“Freon-12” in the liquid receiver an. 
liquid line, those 10 lbs. can hav. 
very little more than one drop  c* 
water in them _ before freeze-u > 
trouble starts. 

In fact, from this chart, we cai 
rather accurately determine just ho:- 
much moisture a given amount cf 
liquid ‘“Freon-12” can have in i, 
without freeze-up trouble, if we kno: 
the evaporator temperature. 

Twenty parts per million or .002 
can also be expressed as .00002. f 
we multiply this by 10 lbs. we fird 
that the 10 lbs. of “Freon-12” wou 4 
be saturated at 25° with 10 x .000( 2 
or .0002 lbs. of water. Any move 
than that would exist as free wat r 
and would freeze up at the 2” 
expansion valve. 


1% DROPS OF WATER 
SATURATE 10 LBS. OF 
LIQUID ‘FREON-12’ AT 25° 


A pound of water equals 16 o-., 
and each ounce equals 480 standard 
drops, so a pound of water equals 
16 x 480 or 7,680 drops of water. 
Therefore, .0002 lbs. equals .0002 x 
7,680 or 1.536 drops. So 1% drops 
of water will saturate 10 Ibs. of 
“Freon-12” at 25°! 


(To Be Continued) 


Distributors Air Conditioning 
Dept. Sales Headed by Millard 


DALLAS—Bernard (Bud) Millard, 
newly appointed sales promotion 
manager of Marlin Associates, dis- 
tributor of electrical appliances here, 
will serve also as sales manager of 
the Marlin air conditioning equip- 
ment department, according to an- 
nouncement by M. Margolin, presi- 
dent of the firm. 


i 


same temperature. However, at the 


expansion valve or capillary tube, the 
“Freon-12’"' becomes colder—-down to 
the evaporator temperature. If the 
evaporator is at 25° the liquid 
“Freon-12”" will of course have to 
come down to 25° at the expansion 
valve. 

Again referring to the chart, we 
find that at 25°, liquid “Freon-12” 
can hold in solution only about .002% 
or 20 PPM of its weight of moisture. 
The difference between 76 and 20 
PPM, will be freed from solution in 
the ‘“Freon-12” and will then exist 
as free water. 


RELEASED MOISTURE FREEZES 
AT EXPANSION VALVE 


Apparently it is not fully known 
whether the moisture released is en- 
tirely water. It does contain very 
slight, almost imperceptible amounts 
of acid, and it may contain some 
hydride. Whatever it is exactly, is 
of little interest to the service engi- 
neer, for this moisture released from 
the chilled liquid ‘Freon-12” does 
freeze into ice at the expansion valve. 
This has been amply proven both in 
the laboratory and in the field. 

Some of the ice formed at the 
expansion valve orifice may be car- 
ried on into the evaporator simply by 
the velocity of the “Freon-12.” But 


WE WILL BUY! 


SURPLUS REFRIGERATION UNITS 
BELT-DRIVEN OR HERMETICS 
1/6 H.P. to 10 HP. 


ANY QUANTITIES * MUST BE NEW 
Write, Phone Or Call For 
IMMEDIATE ACTION 


|TRACO Industrial Corp. | 


455 W. 19 St., N.Y. 19, WAtkins 4-4302 | 


_ (Send for Traco’s complete list 


of sensational bargains) 
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REFRIGERATION 
- PROBLEMS 
AND THEIR SOLUTION 


BUBINESS NEWS PUBLISHING CO. 
Publishers of AIR CONDITIONING 
and REFRIGERATION NEWS 


Business News Publishing Co. 
450 W. Fort St. 
Detroit 26, Mich. 


REFRIGERATION PROBLEMS 
AND THEIR SOLUTION 


By Paul Reed 


Handy, practical, reference Information for 
the refrigeration service engineer, ‘‘Refrig- 
eration Problems and Their Solution’ Is 
written and Illustrated so as to be of interest to salesmen, users, and 
others who want a fuller knowledge of refrigeration. 


You'll like the way Paul Reed has organized his material . . . and 
he writes clearly, making these books easy to understand and a 
pleasure to read. And because Paul Reed has such a wealth of 
practical knowledge of refrigeration, and years of experience behind | 
him, you'll find reading these books the next best thing to a | 
person-to-person chat about your refrigeration problems. 


Conveniently cross-indexed for instant use, ‘‘Refrigeration Problems 
and Their Solution" can provide ‘‘the missing link'' In your search 
for authentic advice on ‘how to make it work." 


In four volumes 


Refrigeration Problems and Their Solution: 
J-1, J-2, J-3, and J-4. 


| | $190 per copy 


USE THIS HANDY ORDER FORM 


Please send Paul Reed's books as follows: 


eee eee copies No. J-1, $1.00 ea. ......... ¢opies No. J-2, $1.00 ea. 
Se eee copies No. J-3, $1.00 ea. ......... copies No. J-4, $1.00 ea. 
peer enclosed* [] Please send bill. 
¥ 
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*Books sent postpaid when remittance accompanies order. 8-21-50 
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Nema Firms Sell 3,062,289 Refrigerators In 6 Mos. 


Summary for June and First Six Months, 1950° 
Complete Refrigerators Only—Sales by Sizes—Units 


JUNE (14 Companies) 


Domestic 
(48 States Other 
Sizes and D. C.) Canadian Foreign Total 
Less than 4 cu. ft..... 252 sis 252 
Se, en re 4,229 286 4,515 
OO. Vokancecesos ate pe ~~ as 
Ot eee eee ae 63,774 144 4,088 68,006 
ee Se ee 53,539 95 2,735 56,369 
a x SSO eee 173,895 80 4,392 178,367 
i Me Sin ksses veewn 137,057 129 1,305 138,491 
a St Se 38,344 218 783 39,345 
¢ If end 22 cu. f...... 61,531 941 62,472 
10 18 cu. ft. and up .... 1,868 Wo 55 1,923 
Sl “EE -Gas6chsugaasersa 534,489 666 14,585 549,740 
FIRST SIX MONTHS (14-13 Companies) 
Domestic 
(48 States Other 
Sizes and D. C.) Canadian Foreign Total 
1 Less than 4 cu. ft..... 1,137 244 1,381 
_ = perre ere r 20,407 1,922 22,329 
ee se pam ee 94 site 2 96 
A MOO ics cecrcian 331,494 146 19,874 351,514 
S. 2 Ges Wee. hocsdatewsans 313,831 95 14,588 328,514 
_— tS Serre r err 1,076,325 80 27,151 1,103,556 
. Oe Oe ocice ve caviens 655,633 129 7,407 663,169 
Se ee reer er 235,590 218 4,318 240,126 
o td and 12 cu, fe .... 336,230 4 4,119 340,353 
10. 13 cu. ft. and up .... 11,196 a 55 11,251 
Be: EE.» Sats bibeeeew eer 2,981,937 672 79,680 3,062,289 
Participating companies: Admiral Corp.; Avco Mfg. Corp.; The Coolerator 
Co.; Frigidaire Div., General Motors Corp.; General Electric Co.; Gibson 


Refrigerator Co.; Hotpoint, Inc.; International Harvester Co.; Kelvinator Div., 
_ Nash-Kelvinator Corp.; A. J. Lindemann & Hoverson Co. (in 2-1-50); Norge 
Div., Borg-Warner Corp.; Sanitary Refrigerator Co.; Seeger Refrigerator Co.; 


Westinghouse Electric Corp. 


* * cg 


Refrigerator Sales - - 


(Concluded from Page 1, Column 2) 


fell just short of sales for the full 
year 1947. These totaled 3,193,749. 

The June figure of 549,740 marked 
the fourth straight month that re- 
frigerator sales by these firms have 
exceeded the _ half-million mark. 
Biggest month was March, when 
586,293 units were sold. 

June sales were slightly higher 
than in May. However, it was noted 


that the more popular sizes—7 
through 10 cu. ft.—dropped off 
slightly while units of 6 cu. ft. 


and below, and 11 cu. ft. and above 
gained a little. 

June sales were also bolstered by 
666 units sold to Canada following 
the relaxation of import restrictions 
by that country. Other foreign sales 
also picked up about 200 units over 
May. - 

Though foreign sales for the six 
months were up over last year, the 
gain was slight compared to the up- 
surge in this country. A total of 
80,352 units was sold abroad this 
year as compared with 76,719 last 
year. 


S.C. Highway Dept. Bldg.Cooled 


COLUMBIA, S. C.—A five-story, 
completely air conditioned office 
building for the South Carolina High- 
way Department will begin rising 
here in November. It will cost 


$1,500,000. 


Hotpoint Refrigerator 
Plant May Be Ready To 
Produce by Aug., 1951 


CHICAGO—Started March 1, con- 
struction work on the new Hotpoint, 
Inc. refrigerator factory at 54th Ave. 
and 16th St., Cicero, is approximately 
one third completed, it was an- 
nounced by J. J. Nance, president. 

While construction will be finished 
in October,’ tooling and machine in- 
stallations will require almost an- 
other year. First production employ- 
ment for an initial force of 1,000 
will start in August, 1951. Nance 
said plant capacity will be about 
500,000 refrigerators annually. 

The building will front 600 ft. on 
16th St., and approximately the same 
distance on 54th Ave., paralleling 
the company’s new range plant which 
is located on a 21-acre site. 

Because of the height of specially- 
designed presses, the main manufac- 
turing building will be 40 ft. high. 
The factory will be designated as 
plant No. 8, with the other seven 
located in Chicago, Milwaukee, Chi- 
cago Heights, and Cicero. 

Other products being made in these 
plants include electric ranges, electric 
water heaters, automatic dishwash- 
ers, Disposalls, automatic washers, 
and commercial cooking equipment. 


New. Fla. Supermarket Cooled 


JACKSONVILLE, Fla. — Setzer’s 
new supermarket, corner of Florida 
Ave. and Church St., held its formal 
opening recently. The interior has 
been air conditioned. 
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WE WILL BUY! 
EXPANSION VALVES 
SOLENOID VALVES, ALL TYPES 
REF. FITTINGS and PARTS 


QUANTITIES « MUST BE NEW 
Write, Phone Or Call For 
IMMEDIATE ACTION | 


ACO Industrial Corp. 


W. 19 St., N. Y. 19, WAtkins 4-4302 
» (Send for Traco’s complete list 
of sensational bargains) 


Westinghouse Raises Prices from $1 to $30 on 13 
Models In Its 1951 Radio and Television Line 


SUNBURY, Pa.— Price increases 
ranging from $10 to $30 on eight 
models in the 1951 television line 
and increases of one dollar to $30 on 
five radio models were announced 
Aug. 15 by the Westinghouse Tele- 
vision and Radio Division. 

F. M. Sloan, division manager, 
who made the annoncement said in- 
creased production expense including 
sharp rises in certain component 


costs had made the price adjustment 
necessary but an _ across-the-board 
increase had been avoided by indi- 
vidual analysis of the exact costs 
incurred in manufacturing each 
model. In determining the new prices, 
the specific increase was applied to 
each model, the manager pointed out. 

Television sets included in the 
price change and the old and new 
prices are: 


@ * ck * 
Model Picture Tube Cabinet Old Price New Price 
624T16 16-in. rect. Table $199.95 $219.95 
624TB16 16-in. rect. Console 229.95 249 .95 
626T16 16-in. rect. Table 239.95 249.95 
627K16 16-in. round Console 299.95 329.95 
628K16 16-in. round Console 279.95 299 .95 
629K16 16-in. round Console 299 .95 325.00 
633C17 17-in. rect. Console (comb.) 449.95 469.95 
634C17 17-in. rect. Console (comb.) 469.95 489.95 


Merritt & Andree To Sell 
Essick ‘Washed Air’ Coolers 


CHICAGO—KEssick Mfg. Co., Los 
Angeles, has appointed the firm of 
Merritt & Andree as factory repre- 
sentative for its line of “washed air 
window mounting room coolers” in 
northern Illinois and southern Wis- 
consin, according to Kenneth H. 
Kottick, sales manager for the Es- 
sick Air Conditioning Division. 

H. S. Mulhollen, vice _ president 
and general sales manager for 
Essick, noted that the Chicago firm’s 


| appointment marks further expansion 


of distribution in the east and 


middlewest. 
The line features three self-con- 
tained window mounting ‘“pour-in” 


| coolers that can be used as ventila- 


tors only, to bring in fresh air with- 


| out cooling, or as room cooling units 


with separate controls for each. 
Equipped with window sealers and 
designed to cool one average size 
room, the Essick units are housed 
in a baked enamel finished case. 
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There's a time limit on 
veteran training. Act 
now! 


MAIL COUPON 


College Level “Training Offered In 
* AIR CONDITIONING 

* HEATING * 
* SHEET METAL LAYOUT 

* HEAT PUMP ENGINEERING 


Practice and Theory « 


REFRIGERATION 


Basic and Advanced 


wl 
f 


TODAY FOR 


| Addr 


FREE 
CATALOG 


4258 Woodward 


| At no obligation send full details. ] 
| 
| 
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| Age; _—_() Check if veteran. 


DETROIT AIR CONDITIONING INST 


TUTE 


Detroit, Michigan 


wy? 


June Factory Washer Sales 
Volume 25% OverLast Year 


CHICAGO—Factory sales of house- 
hold washers in June rose 6.8% 
above May and 25% over June a 
year ago, the American Home Laun- 
dry Manufacturers Association re- 
ported. 

June sales amounted to 325,217 
units, compared with 304,640 in the 
preceding month and 260,000 in June, 
1949. 

Sales of ironers totaled 27,100 
units, a decrease of 1.09% from the 
27,400 moved in May but an in- 
crease of 28.4% over the 21,100 sold 
during June a year ago. 

Drier sales aggregated 20,568 units, 
against 16,122 in May, an increase of 
27.6%, and 2,496 in June, 1949, an 
increase of 724%. 


Booklet on Humidity Published 


“ NEW YORK CITY —A _ booklet 


entitled “A Few Facts About De- 
humidification for Industry” has 
been published recently by _ the 


Abbeon Supply Co. here. 

The booklet considers the problem 
of too high a humidity, its causes, 
the problems it brings, and what 
can be done to control it. 

Copies are available free of charge 
by writing to Abbeon Supply Co. at 
58-10 41st Drive, Woodside, New 
York City. 


New Ariz. Thor Distributor 


PHOENIX, Ariz.—Appointment of 
Fannin’s Gas & Equipment Co. here 
as distributor of Thor appliances in 
Arizona was announced recently by 
John E. Gunderson, western area 
manager for Thor Corp. 


Electric Range, Water Heater Sales 
For June Set Record In Chattanooga 


CHATTANOOGA, Tenn. — Record 
sales of electric ranges and water 
heaters were scored by Chattanooga 
dealers during June, reports from 
the Electric Power Board of Chatta- 
nooga indicated recently. 

Home freezer sales equalled the 
record of 78 units set in May and re- 
frigerators fell just short of the 
1,447-unit record established in the 
same month. 

Home freezers tripled their sales 
of June, 1949, while water heater 
sales were up 165% and clothes 
drier sales doubled. Ironer sales rose 
84% over June of last year, ranges 
64%, refrigerators 62%, dishwashers 
57%, and clothes washers 11%. 


In relation to last year’s sales, 
vacuum cleaners were off 37% and 
garbage disposers 25%. 

Though May of this year was re- 
garded as a booming sales month 
in major appliances, refrigerators, 
home freezers, and clothes washers 
approximately equalled their May 
volumes and several appliances ex- 
ceeded them. Ranges were up 20%, 
water heaters 16%, dishwashers 37%, 
and driers 33%. 

Ironer sales were down 25% from 
May, vacuum cleaners 7%, and garb- 
age disposers 40%. 

Unit sales and dollar volume, with 
average unit price for June were 
as follows: 


co BS 8 * 
Unit Average Total 
Appliance Sales Unit Price Sales Value 
PUNTIPNOUE os 40 bv es cow E oeeecee 1,443 $ 279.75 $403,679.25 
Cerrar erie er err 78 403.95 31,508.10 
TTR ee TE CPE ee Te ee 843 249.50 210,328.50 
WOME DEORUOEE oe. es cer dds axaGens 507 119.50 60,586.50 
I Uh id Chee cckcendie ee RRA KS PaseaTE 35 174.95 6,123.25 
WHO SRORD oie keke ves 431 89.46 38,557 . 26 
CP: WOOO oii eho eee es exnn es 644 152.34 98,106.96 
CY SANE 4 6a.k 6a so ee ee eae Kot 20 212.48 4,249 .60 
I ho inic wks 6 oc wees eae Os 22 375.00 8,250.00 
ee, ere ee ee 3 122.97 368.90 
Air Conditioning Unite .......ies. 32 1,730.47 55,375.04 
PROEFIMOTACOTA, COMM. 2... ic vccstase 5 490.28 2,451.41 
SOG GCYGOM COMING 2c ieee cee. 23 248.91 5,725.00 
BeCONe CRUMOCE ik kis wicca nies 2 542.50 1,085.00 
pg a ee ere oer ere 49 271.71 13,314.00 
Ice Makers, Water Coolers .......... 8 939 .50 7,516.03 
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FREE FOLDERS 
OF COMPLETE LINE 
Export Dept.: 
39 Broadway, 
New York 
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Pinnacle.... 


The one name to remember for any 
Commercial Refrigeration requirement . 


SETTING AMAZING SALES RECORDS! 


EQUIPMENT CORPORATION 


FLEETWOOD, 
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¢ BUTCHER CASES 
¢ DELICATESSEN 
CASES 
e REACH-IN BOXES 
e FISH AND POULTRY 
CASES 


DAIRY WALL BOXES 
¢ DOUGH RETARDER 
BOXES 


« WALK-IN COOLERS 
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PENNSYLVANIA 
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For the first time since the original 
publication of the books in the RE- 
FRIGERATION LIBRARY, | prices 
are being increased, effective Sept. 
1, 1950. 


Even though the popularity of these 
books has increased steadily during 
the past fifteen’ years, to the point 
where many, many thousands of them 
are being purchased and used through- 
out the industry, the cost of publish- 
ing them has finally pushed the price 
over the $1.00 mark. 


The new price of $1.50, for most of 
these handy manuals, is still moder- 
ate in terms of the wealth of informa- 
tion they contain. Manuals of the 
REFRIGERATION LIBRARY 
main your buy for clearly 
written, dependable, reference, and 
how-to-do-it information on refrigera- 
tion and air conditioning subjects. 
New, complete catalogs are ready. 
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best 


Write for Catalog today. 


450 WEST FORT ST., 


But The Lid 
Just Won't Stay Ont 


BUSINESS NEWS PUBLISHING COMPANY 


We Tried to Hold 
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NEW PRICES 
The Refrigeration Library 
Master Service Manuals: 
Household Refrigera- 
Om, BS VG .scierees $1.50 ea. 
Commercial Refrigera- 
tion, 3.vols. ......... $1.50 ea. 
Soda Fountain Refrig- 
eration, $ vols. ........ $1.50 ea. 
Locker Storage Refrig- 
OUG, 2 Wi ci03 cen $1.50 ea. 
Refrigeration Problems 
and Their Solution, 
- Seer errr e $1.50 ea. 
The Key to Air Condi- 
Ciomie, F, VORR.. .05 5000 $2.00 ea. 
Air Conditioning Manuals— 
F. O. Jordan, 7 vols.. .$1.50 ea. 
Refrigeration Engineer's 
Dem, 2 WOR. bv cess vac $3.00 ea. 
Motor Troubles and Their 
Correction, 1 vol. ...... $2.50 ea. 
Freezing Foods at Home 
AWE Gcarcksseerauinene $1.00 ea. 
1950 Refrigeration & Air 
Conditioning Directory .$1.00 ea. 
DETROIT 26, MICH. 
bis Rare 


ee || _ 
“4 I Re eee eee eee eee ence ee ee ge eee 4 
ote | 

" ee | | 
wr r 
fen - ‘ 
by je 
Pe i 

het 

ul? 

s i 
CO] . 
bs : 
c- 3 
% : 

+ 
in. 
LV ; 
cf 4 
“U) 
7a i 
or 
cf 
cg 
oO v ? 
t 
2 2 
f ‘ 
ird A 
ud a 
v2 «O§ 
ae : 
ter “an 
rr . 5 
: 
: 
“—— ee 
urd i ™ 
als rs 
er. a 
: . 
- ee 
; Pe eS a 
a — 2 arene nnnenenenmeerreneeemennememnmnnemenennnnenanemnenEn | _ —<$<_ 
1 ee ee | : 
rd | 
a 
rd, eC 
ion 
lis- ee 
re, 
of 
ip- ) 
in- SS 
si- pe ¢ EEE EERE EEEEESEEESSEERSEESSS ¢ 
.' - 
| Ze 7) . 
1 | @ !)) )>. The Lid on Prices 
| | AL “a Dy 
So) § ree Ot a ene. i oa a. 6) ‘ Hag EAN pe: ~~ % Ene Js 
¢ @. Gi \\— 4, |/ a 
— a 
| — a | . 
| 
ee | 
ANY a | 
| eee | - 
——— " 
3 | 
: 
a 
; | a a | : 
: 
| ; 
= 
| : 
| we 
| | 
| : 
| 
| | ee | 
| | | 
| A 
| | | 
| ‘: 
Re. 
ew Ss ery aes t VS 6 MS ce ¢ + ee a pre “\ ; > 
S ae Sh eA sa re ee tara! , J Prog - aes F : fe ri os an, oe 2a ay Seis 
a ps Se ec 5 oe > vie ae ie ry ie a ~~ " He . ree : oT ~y : # : — .e — —"* 


. 
4 
ee 
> 


Lr ae 


ee, 


26 


AIR CONDITIONING & REFRIGERATION NEWS, AUGUST 21, 1950 


— 


PATENTS 


Week of March 14 
(Continued) 


2,500,828. ICE CUBE BREAKER. Alex- 
ander F. Jackson, East Orange, N. J. Ap- 
plication Jan. 30, 1947, Serial No. 725,403. 
3 Claims. (Cl. 241—266.) 


1. An ice cube breaker comprising a 
tubular magazine for holding ice cubes 
and having a plurality of rows of open- 
ings in and _ spaced longitudinally of 
opposed walls thereof, a pair of inverted 
U-shaped handle yoke members pivotally 
mounted in opposed relation on space 
parallel axes on the outside of the maga- 
zine, each handle yoke member having 
a disk-like portion on each of its arms 
intergeared with the juxtaposed disk-like 
portion of the other yoke member, a plu- 
rality of blade members on each handle 
yoke member at different distances from 
said axes of the pivotal mounting of said 
handle yoke member and each provided 
with a row of approximately flat pro- 
jecting teeth for each row of openings 
disposed with their larger dimensions 
transverse of the direction of the length of 
said tubular magazine, so that said handle 
yoke members will be synchronously 
pivotally actuated by and upon swinging 
movement of either thereof and said teeth 
are moved in an arc through the re- 
spective openings and into the interior 
of the magazine for cutting the ice cubes 
therein. 


2,500,852. ROOM COOLER. Roland H. 
Money, Lima, Ohio, assignor to Artkraft 
Mfg. Corp., Lima, Ohio, a corporation of 
Ohio. Application Jan. 22, 1949, Serial 
No. 72,112. 9 Claims. (Cl. 62—140.) 


1. A room cooler adapted for mounting 
on the sill of a window, comprising a 
frame adapted to set upon the window 
sill and a mechanical refrigeration appara- 
tus mounted on said frame comprising 
an evaporator mounted on the end of 
said frame adapted to be positioned on 
the inner side of the window, a compres- 
sor and condenser mounted on the end of 
the frame adapted to be positioned on 
the outer side of the window, a suction 
line connecting the evaporator and the 
compressor, and a liquid refrigerant line 
connecting the condenser and evaporator 
whereby the heat which is taken up by 
the refrigerant in the evaporator is dissi- 
pated into the outside atmosphere by 
the condenser, said frame including a 
tubular load bearing member having a 
substantially horizontal portion adapted 
to rest upon the window sill and a down- 
wardly projecting portion adapted for 
positioning on the outer side of the win- 
dow sill, a drip pan below the evapora- 
tor and having a discharge end com- 
municating with said tubular frame mem- 
ber whereby the condensation from the 
evaporator frame member and is dis- 
charged on the outer flows from the drip 
pan through the tubular side of the win- 
dow. 


DESIGNS 


157,687. CONTROL INSTRUMENT CAS- 
ING. Carl G. Kronmiller, Edina, Minn., 
assignor to Minneapolis-Honeywell Regu- 
lator Co., Minneapolis, Minn. 


The ornamental design for a _ control 
instrument casing, substantially as shown 
and described. 


157,685. THERMOSTAT. Hugh Kelly, 
Milwaukee, Wis., assignor to Perfex Corp., 
Milwaukee, Wis., a corporation of Wiscon- 
sin. Application Dec. 27, 1948, Serial No. 
150,367. Term of patent 14 years. (Cl. 
D52—7.) 


The ornamental design for a thermo- 
stat, substantially as shown. 


Week of March 21 


2,501,141. METHOD AND APPARATUS 
FOR REFRIGERATING RAILROAD 
CARS. Kenneth V. Plummer, San Fran- 
cisco, Calif., and Robert D. Pike, Green- 
wich, Conn.; said Plummer assignor to 
said Pike. Application April 19, 1948, 
Serial No. 21,976. 14 Claims. (Cl. 62—24.) 


“4 a 
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1. The method of refrigerating a rail- 
road car which comprises, withdrawing 
air from the upper portion of the stor- 
age space of the car, chilling a prede- 
termined portion of the air as it is 
withdrawn by a low temperature refrig- 
erant, mixing said chilled air with the 
balance of the non-chilled air withdrawn 
from the storage space, passing the mixed 
air .in intimate heat exchange relation 
with water ice, and circulating the mixed 
air to the storage space of the car. 


2,501,185. TEMPERATURE AND PRES- 
SURE OPERATED VALVE. John O. 
Moorhead, Attleboro, Mass., assignor to 
Metals & Controls Corp., Attleboro, Mass., 
a corporation of Massachusetts. Applica- 
tion Dec. 7, 1945, Serial No. 633,372. 9 
Claims. (Cl. 236—92.) 


ao 
having 


relief valve comprising a casing 
an outlet and adapted to be at- 
tached to the wall of a heated pressure 
vessel, said casing having a valve port 
communicating interiorly with the vessel 
and exteriorly with said outlet, a valve, 
a hollow stem supporting the valve and 
having openings in the stem behind the 
valve, means biasing said stem toward 
a position to seat the valve at the port, 
a snap-acting thermostatic disc having 
a central opening freely accommodating 
the stem, means supporting the edge of 
said disc within the casing, said disc in 
normal cool position being bowed away 
from said port, a shoulder associated 
with the stem adapted to be engaged by 
the thermostatic disc when in cool posi- 
tion to unseat the valve, said thermostatic 
disc being movable with a snap action 
to a position of opposite curvature in 
which the valve is seated to close the 
port under its bias without further co- 
operation between the disc and the shoul- 
der until said disc returns to its normal 
cool position of curvature to engage the 
shoulder and move the stem against its 
bias to reopen said valve. 


2,501,280. PACKAGE DEHUMIDIFIER. 
William Wallace Kemp and Hartwig 
Millard Hanson, Baltimore, Md., assignors 
to The C. M. Kemp Mfg. Co., Baltimore, 
Md., a corporation of Maryland. Applica- 
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tion June 22, 1946, Serial No. 678,694. 8 


Claims. (Cl. 183—4.5.) 


1. A dehumidifier comprising a closed 
container divided into two communicat- 
ing chambers, a removable panel consti- 
tuting a portion of the container wall 
of one of said chambers, the panel hav- 
ing therein an air drying inlet and out- 
let and a reactivation air inlet and outlet, 
a fan and a desiccant bed within the 
container, each in one of said chambers, 
a reactivation heater adjacent the desic- 
cant bed, flow directing means within 
the container including a partition direct- 
ing air moved by the fan between said 
inlets and outlets and through said bed, 
in the same direction in drying and re- 
activation cycles, both said inlets being 
on one side of the partition and the out- 
lets on the other, the partition extend- 
ing to the panel, said flow directing 
means by-passing one of said chambers 
in directing air between the inlefs and 
outlets, means to operate the fan and 
heater, valves controlling said inlets and 
outlets, means interconnecting all valves 
to open the reactivation inlet and outlet 
and close the drying inlet and outlet 
valves and vice-versa respectively automa- 
tically with starting and stopping of the 
operation of the heater. 


2,501,326. AMMONIA DISTILLATION 
SYSTEM. Forrest E. Gilmore, Bartlesville, 
Okla., assignor, by mesne assignments, to 
Prigid Transport Co., Inc., New York, 


N. Y., a corporation of New York. Appli- 
cation July 19, 1945, Serial No. 
202—40.) 


605,901. 
1 Claim. (Cl. 


A method for producing substantially 
anhydrous ammonia from strong am- 
monia liquor, including the steps of in- 
troducing heated water vapor to a first 
tower, introducing the strong ammonia 
liquor to the first tower above the loca- 
tion where the heated water vapor is in- 
troduced thereto, the strong ammonia 
liquor being introduced to the first 
tower below its top portion, a cooling 
zone in the top portion to condense 
water vapor from the ammonia gas there- 
in and produce an ammonia liquor down 
flow therein, removing weak ammonia 
liquor from the lower portion of the first 
tower when this liquor accumulates there- 
in and storing this liquor for use when 
needed, removing ammonia gas from the 
upper portion of the first tower when 
it is generated from the strong liquor 
and introducing this ammonia gas to a 
second tower, introducing substantially 
anhydrous liquid ammonia to the second 
tower above the location where the am- 
monia gas is introduced thereto to de- 
hydrate the gas, removing strong am- 
monia liquor from the lower portion of 
the second tower when this liquor ac- 
cumulates therein and keeping it sepa- 
rated from the stored weak ammonia 
liquor, recirculating at least a part of 
said strong ammonia liquor removed 
from the second tower and adding it to 
the strong ammonia liquor feed of the 
first tower and removing ammonia gas 
from the upper portion of the second 
tower as the desired substantially anhy- 
drous ammonia, said substantially anhy- 
drous ammonia gas removed from the 
second tower being condensed to liquid 
ammonia of which a portion is returned 
to the second tower to provide said intro- 
duction of substantially anhydrous liquid 
ammonia thereto and the balance is 
stored for use as substantially anhydrous 
liquid ammonia. 


2,501,377. RELATIVE HUMIDITY MEA- 
SURING SYSTEM. Robert H. Cherry, 
Glenside, Pa., assignor to Leeds and 
Northrup Co., Philadelphia, Pa., a cor- 
poration of Pennsylvania. Application 
July 27, 1945, Serial No. 608,284. 4 Claims. 
(Cl. 73—335.) 
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1. A system for determining the rela- 


tive humidity of an atmosphere, com- 
prising a balanceable network including 
means for unbalancing the network in 
response to deviation in the absolute 
humidity of said atmosphere from a pre- 
determined magnitude, a second balance- 
able network having means therein for 
unbalancing it by an amount related to 
the deviation of the maximum possible 
absolute humidity of the atmosphere at 
the temperature of said atmosphere from 
a predetermined magnitude, said networks 
having components therein for producing 
balance thereof when said unbalancing 
means are simultaneously subjected to 
zero absolute humidity, each of said 
balanceable networks producing _ potential 
differences which vary in like manner 
with like changes in absolute humidity, 
and a circuit interconnecting said net- 


works and including an impedance for 
determining said relative humidity by de- 
riving from said second network a frac- 
tional potential difference equal to that 
produced by unbalance of said first-named 
network. 


2,501,400. METHOD OF FOOD PRE- 
PARATION. Laurence K. Marshall, Cam- 
bridge, Mass., assignor to Raytheon Mfg. 
Co., Newton, Mass., a corporation of Dela- 
ware. No Drawing. Application Dec. 27, 
1949, Serial No. 135,300. 11 Claims. (Cl. 
99—221.) 

1. In a method of preparing food, the 
steps of pre-cooking the raw foodstuff, 
freezing the pre-cooked food, and sub- 
jecting the frozen pre-cooked food to 
microwave energy to heat it to eating 
temperature. 


2,501,404. COOLED KEG HOLDER. 
Oscar Muller, Newark, N. J. Application 
Nov. 8, 1947, Serial No. 784,888. 2 Claims. 
(Cl. 312—185.) 


1. In a beverage dispenser comprising 
a cooled cabinet for holding at least 
one beverage container, at least one 
raised door frame, a door in said frame 
through which the container is_ intro- 
duced, the improvement comprising tubu- 
lar members vertically disposed in the 
doorway and hinged at the bottom be- 
hind said door, smaller rod members tele- 
scoping into the upper ends of the tubu- 
lar members and capable of extending 
out and to the floor to form an inclined 
plane for rolling containers thereon, and 
a cross member connecting the upper 
ends of said smaller rod members and 
serving as a handle. 


2,501,459. FROZEN FOODS AND DAIRY 
PRODUCTS REFRIGERATOR. Virgil P. 
Warren, II, Atlanta, Ga., assignor to The 


Warren Co., Inc., Atlanta, Ga., a cor- 
poration of Georgia. Application Aug. 16, 
1948, Serial No. 44,424. 9 Claims. (Cl. 62 
—89.6.) 
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1. In combination, a refrigerator hav- 
ing a normally closed cabinet disposed at 
the top thereof, a frozen food cabinet dis- 
posed at the lower end thereof, and having 
a permanently open top, a mirror sup- 
ported in an inclined manner relative said 
open top and in the space between said 
cabinets, and means adjacent said mirror 
for maintaining the air immediately sur- 
rounding the mirror at a_ temperature 
substantially higher than the air rising 
from said frozen food cabinet so as to 
counteract such rise and minimize con- 
densation on said mirror. 


2,501,518. CONDENSER. Ralph Horton, 
Groton, Conn., and Martin H. Olstad, 
Port Washington, N. Y., assignors to 
Niagara Blower Co., New York, N. Y., 
a corporation of New York. Application 
Oct. 22, 1945, Serial No. 623,814. 10 Claims. 
(Cl. 257—2.) 


oe 
+ 10 “3 


SSSSS555885551 


5. In a condenser for gases containing 
a higher boiling point vapor, a primary 
cooling coil, means for passing air over 
said primary coil to absorb heat there- 
from, said primary coil being propor- 
tioned to remove the superheat from said 
gas and to reduce its temperature close to 
the dry bulb temperature of the air pass- 
ing thereover thereby to condense said 
higher boiling point vapor, a_ liquid 
separator adapted to separate a _ liquid 
from a gas, means for passing the gas 
leaving said primary coil through said 
liquid separator to remove said con- 
densed higher boiling point vapor, a 
secondary condensing coil, means. for 
passing the gas leaving said _ liquid 
separator through said secondary con- 
densing coil, said secondary condensing 
coil being maintained at a temperature 
to condense said gas passing’ there- 
through, a thermostat responsive to the 
temperature of said gas being condensed, 
and means actuated by said thermostat 
and controlling the flow of said air over 
said primary coil to maintain the tem- 
perature of the gas leaving said primary 
coil close to and above the condensing 
temperature thereof. 


2,501,606. ABSORPTION REFRIGERA- 
TION. Wilhelm Georg Kogel, Stockholm, 
Sweden, assignor to Aktiebolaget Elek- 
trolux, Stockholm, Sweden, a corporation 
of Sweden. Application Oct. 25, 1944, 
Serial No. 560,239. In Sweden April 19, 
1944. 12 Claims. (Cl. 62—119.5.) 

In an absorption refrigerating system 
employing inert gas and having a cir- 


cuit for absorption liquid, a gas circ\:it 
including an evaporator and absorber, a 
still including a boiler in said abso: p. 
tion liquid circuit and a condenser ec. }. 
nected to deliver liquid to said evapo 4. 


tor, an auxiliary evaporator conne eq 
to receive excess liquid from said rst 
evaporator and deliver vapor to aid 
condenser, said auxiliary evaporator be. 
ing arranged to cool at least a par of 
said absorber, the vapor delivered ‘ om 
said auxiliary evaporator to said  on- 
denser being liquefied in the latter for 
reintroduction to said evaporator. 


DESIGNS 
157,768. REFRIGERATOR CABI) Ev. 
John M, Little, Toledo, Ohio, assign: + to 
Westinghouse Electric Corp., a cor: ora. 
tion of Pennsylvania. 


The ornamental design for a refrigera- 
tor cabinet, substantially as shown and 
described. 


157,824. PORTABLE AIR COOLING 
DEVICE. Cornelius B. Wright, Fort 
Worth, Tex., assignor to Southern Air 
Conditioning Mfg. Co., a partnership. Ap. 
plication March 18, 1949, Serial No. 1,453. 
Term of patent 344 years. (Cl. D6él—4,) 


The ornamental design for a _ portable 
air cooling device, substantially as shown. 


(Continued on next page) 


Heavy Duty Sectional 
Metalply Vaults for Temperatures 
as Low as 25 BELOW ZERO 


Any length to 120 ft. 

Widths of 8, 10 and 16 ft. 
Heights of 8, 10 and 12 ft. 
Insulation 4, 6, 8, and 10 in. 


IT’S BETTER BECAUSE 
IT’S ENGINEERED BETTER 


EXCLUSIVE RECO FEATURE NO. 3 


CORNER POST 
CONSTRUCTION 


More costly construc- 
tions than overlap- 
ping corner panels. 
Corner one piece 
section offers the ad- 
vantage of greater 
rigidity, greater flexi- 
bility of door place- 
ment, and easier 
erection. Door can 
be relocated any- 
where at will. 


RECO PRODUCTS DIVISIO 


2020 Naudain Street, Phila. 46, 
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continued from preceding page) 


Week of March 28 


2 01,655. FROZEN LOBSTER METHOD. 
w iam M. Altenburg, Portland, Maine, 
nor to GI’s Incorporated of Port- 
lav , Maine, Portland, Maine, a corpora- 
tic of Maine. No Drawing. 

| The method of preparing fresh raw 
lo! .er in the shell for cold storage 
wh h comprises heating the _ exterior 
of he lobster just sufficiently to sear 
the urface of the meat next to the shell 
w. ut cooking the interior meat, there- 
by loosening the meat from the shell, 
th: cooling and rapidly freezing the 
lob. -er. 


91,905. INDIVIDUAL DRINK RE- 
GERATOR. Ward Leathers, Brook- 
lyr N. Y¥. 


~ 


1. An individual drink refrigerator com- 
prising a two-part separable container 
affording when assembled a chamber 
adapted to receive therein a solid refrig- 
erant capable of sublimation, said con- 
tainer having a bottom wall adapted to 


/ rest upon the rim of a glass drink-con- 


taining receptacle to effectively close the 


| opening thereof, there being an opening 


of relatively small size formed in said 
bottom wall centrally thereof to permit 
egress of the gaseous refrigerant from 
said chamber into the interior of the 
receptacle whereby it will impinge in the 
form of a small stream upon the sur- 
face of liquid contained in the receptacle 
and flow outwardly by expansion across 
the surface of the liquid immediately 
above the same, there being a series of 
spaced protuberances formed on_ said 
bottom wall adjacent the periphery there- 
of adapted to rest upon said rim of the 
receptacle thereby forming between the 
bottom and rim a series of narrow open- 
ings to permit egress of the gaseous re- 
frigerant from said receptacle to the at- 
mosphere. 


2,502,069 CONTROL FOR REFRIGERA- 
TION. Sven W. E. Andersson, Evansville, 
Ind., assignor to Servel, Inc., New York, 
N. Y¥., a corporation of Delaware. Appli- 
cation Jan. 11, 1944, Serial No. 517,789. 
21 Claims. (Cl. 62—5. 

1. In a two-pressure absorption refrig- 
eration system comprising a generator 
and condenser operable at one pressure 


and an evaporator and absorber operable 
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at a lower pressure, conduits connecting 
the elements to provide a closed cir- 
cuit for the circulation of refrigerant and 
absorbent and including means for main- 
taining the difference in pressure between 


the high and low pressure sides of the 
system, means for heating the generator, 
means for regulating the heating means 
to control the rate of operation of the 
refrigeration system and the rate of flow 
of refrigerant therethrough, said  eva- 
porator evaporating the refrigerant sup- 
plied thereto in accordance with the 
load, and means directly responsive to 
surplus refrigerant occurring in the eva- 
porator and connected to operate the 
regulating means to decrease the heat 
supplied to the generator and the rate 
of operation of the refrigeration system. 


2,502,104. ABSORPTION REFRIGERA- 
TION CONTROL. John G. Reid, Jr., 
Evansville, Ind., assignor to Servel, Inc., 
New York, N. Y., a cor oration of Dela- 
ware. Application April 5, 1945, Serial 
No. 586,731. 26 Claims. (Cl. 62—5.) 


1. In combination, a refrigeration ap- 
paratus operable at any capacity between 
minimum and maximum which varies in 
accordance with the amount of energy 
supplied, means for supplying energy to 
operate the refrigeration apparatus, a 
regulator in the energy supplying means 
for modulating the amount of energy 
supplied, a controller responsive to the 
temperature of the ambient to be cooled 
for rendering the energy supplying means 
operative and _ inoperative to supply 
energy to the refrigeration apparatus, and 
a second controller responsive to a con- 
dition of the refrigerant in the evapora- 
tor for adjusting the regulator to vary 
the amount of energy supplied. 


2,502,159. CONTACT MAKING THER- 
MOMETER. Anthony H. Lamb, Hills- 
dale, and Edward M. Eadie, Jr., West- 
field, N. J., assignors to Weston Eleciri- 
cal Instrument Corp., Newark, N. J., a 
corporation of New Jersey. Application 
April 15, 1948, Serial No. 21,144. 5 Claims. 
(Cl. 200—56.) 


1. A contact making thermometer com- 
prising a stem, a bimetallic coil within 
said stem, a staff angularly movable by 
said coil, a pointer on said staff, a scale 
plate, a housing enclosing said pointer 
and scale plate, said housing having a 
removable cover assembly including a 
cover plate, magnetic contact means sup- 
ported by said cover plate, and cooperat- 
ing contact means carried by said pointer; 
said cooperating contact means compris- 
ing a pair of soft iron contacts on re- 
silient wires secured to said pointer and 
electrically connected to each other. 


2,502,161. ICE PICKING AND GRAD- 


ING MACHINE. Thomas F. Lilly, Mem- 
phis, Tenn.; Teresa K. Lilly executrix of 
deceased. 
No. 


Appli- 
498,840. 


said Thomas F. Lilly, 
cation Aug. 16, 1943, Serial 
20 Claims. (Cl. 241—60.) 


12. In combination with a room having 
overhead cooling coils, ice picking and 
sizing apparatus in said room, said ap- 
paratus comprising ice picking means, 
ice sizing means receiving ice fragments 
from the picking means and grading said 
fragments according to size, a conduit 
enclosing said apparatus, said conduit 
extending downward from the region of 
said coils toward the floor of the room 
so as to form a thermosyphonic current 
of sub-freezing air passing from _ said 
coils about said apparatus, said apparatus 
including an elevating conveyor for carry- 
ing ice from said picking means upward 
to the sizing means, a casing enclosing 
said conveyor, a port at the bottom of 
said casing .to receive ice from_ said 
picker and cold air from said conduit, 
and a port leading from said conduit into 


the upper end of said casing for also’ 


receiving cold air from said conduit. 


2,502,163. SELF-SERVICE REFRIGER- 
ATED FOOD CASE. Albert J. Maas, 
Boone, Iowa. 
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1. In a self-serve refrigerated food case, 
a cabinet having an intermediate trans- 
verse partition dividing said cabinet into 
an upper refrigerated open type compart- 
ment and a lower refrigerated storage 
compartment, said cabinet having front, 
back and end walls, the back and end 
walls extending higher than the front 
wall, said cabinet having front and rear 
air’ passages between said compartments, 
a top wall connecting said end and back 
walls overhanging the rear portion of 
said upper compartment, a front panel 
beneath said top wall defining with said 
top, back and end walls a hood, a re- 
frigerating coil within said hood behind 
said from panel, a baffle extending up- 
ward from the rear of said partition be- 
hind said coil defining a flue communicat- 
ing with said rear air passage and with 
said hood adjacent the top of said coil, 
whereby thermosiphonic air recirculation 
is established downward from said coil 
across said upper compartment, through 
said front air passage, said storage com- 
partment, and upward through said flue, 
said hood having a longitudinal air pass- 
age through said front panel adjacent 
said top wall, and between said front 
panel and said end walls, said front 
panel being inclined downwardly toward 
said coil, whereby fresh air is induced 
through said longitudinal passage and 
through the passages between said front 
panel and said end walls by the thermo- 
siphonic flow and guided to said coil 
by said front panel. 


2,502,192. REFRIGERATED CAR. Hild- 
ing V. Williamson, Chicago, Ill., assignor 
to Cardox Corp., Chicago, Ill. 


refrigerating the in- 


4. Apparatus for 
terior of a railway car, which comprises 
a container for Dry Ice disposed within 


the car interior, a duct extending in a 
closed circuit from a point in thermal 
contact with the bottom wall of the con- 


tainer to the interior of the car, the 
supply and return sections of duct , 
having horizontal portions positioned 


aside of each other close to the ceiling 
of the car interior and having vertical 
portions positioned aside of each other 
along a side wall of the container, said 
duct having a restricted portion to con- 
stitute a Venturi section and a conduit 
for delivering carbon dioxide gas under 
pressure from within said container to 
the Venturi section of the duct to stimu- 
late circulation through the duct. 


2,502,194. EXPANSION MEANS FOR 
COOLING AIRCRAFT CABINS. Homer 
J. Wood, Los Angeles, Calif., assignor to 
The Garrett Corp., Los, Angeles, Calif. 
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1. In a refrigerating unit of the char- 
acter described, the combination of: an 
air inlet member; an air compressor to 
receive air from said air inlet member; 
an expansion air motor having an air 
outlet; a heat exchanger having air duct- 
ing for said air and ducting for a coolant, 
said air ducting connecting the outlet 
of said compressor with the inlet of said 
expansion air motor; power transmissi-n 
means connecting the moving parts of 
said compressor with the moving parts 
of said air motor; pumping means be- 
tween said compressor and _ said air 
motor for moving air through said cool- 
ant ducting of said heat exchanger; a 
power connection for driving said pump- 
ing means from said power transmission 
means; and a valved bypass connecting 
said inlet of said compressor with said 
outlet of said air motor. 


2,502,219. REFRIGERATION CABINET 
WITH CONDENSATION PREVENTING 
MEANS. Paul E. James, Syracuse, N. Y., 
assignor to Carrier Corp., Syracuse, N. Y. 

1. In a refrigeration cabinet, the combi- 
nation of a shell, a liner disposed with- 
in the shell forming a storage compart- 
ment, insulation material disposed be- 
tween the shell and the liner, said storage 
compartment having an opening therein, 
a mullion dividing the opening into a 
plurality of smaller openings, the edge 
portions of the exterior wall of the 
mullion extending within said openings, 
breaker strips disposed at the openings 
forming side walls of the mullion, doors 
closing the openings, a portion of each 
door extending adjacent the exterior 
mullion wall, gaskets disposed between 
said door portions and the mullion wall 
sealing the spaces therebetween, and 
resilient baffle members disposed between 
the doors and the breaker strips obstruct- 
ing the flow of cold air from the stor- 
age compartment against the edge por- 
tions of the exterior mullion wall with- 
out sealing the spaces between the gas- 
ket and the baffle members from the 
storage compartment, each baffle member 
having a flange extending in a direction 
parallel to the body of the baffle and 


fitting beneath the breaker strip to secure 
the baffle member in position in the 


opening, said baffle members having 
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openings therein to permit condensate 


collected on the edge portions of the 
mullion wall within the gaskets to mi- 
grate to the storage compartment. 


2,502,279. SOPT-SEAT RELIF VALVE. 


Alvin A. Rood, Cleveland, Ohio, assignor 
b- The Weatherhead Co., Cleveland, 
hio. 


3. A relief valve for unloading fluid 
under pressure substantially at a _pre- 
determined nominal unit relief pressure, 
comprising an inlet port, a seating sur- 
face surrounding said inlet port, a poppet 
with a soft face thereon adapted to bear 
on said seating surface, and a hold-down 
spring adapted to urge said poppet face 
against said seating surface, said spring 
being of such a strength that when the 
unit pressure of fluid in said inlet port 
equals said predetermined nominal unit 
relief pressure, the soft face material is 
deformed against said seat by unbalanced 
force of said spring, said unbalanced 
spring force being great enough to urge 
the face material against the seat over 
an area such that the unit loading on the 
soft poppet face at said seating surface 
resulting from said unbalanced spring 
force equals the predetermined nominal 
unit relief pressure, any slight increase 
in unit fluid pressure in said inlet port 
above said nominal unit pressure reduc- 
ing the unbalanced spring force to a 
value wherein the unit loading on said 
poppet face at the seating surface is less 
than said nominal unit pressure and fluid 
inlet pressure may act over the entire 
poppet face to crack the valve. 


2,502,329. PACKAGE FILLING SPOUT 
FOR ICE CREAM MACHINES. Richard 
J. H. Lane, Santa Cruz, Calif. 

A spout unit for an ice cream machine 
which includes a mounting member hav- 


ing an ice cream discharge opening 
therethrough, said spout unit compris- 
ing a valve casing secured in matching 
engagement with said mounting mem- 
ber, there being a passage in the valve 
casing communicating with said open- 


ing in the mounting member, a spout in 
communication with and projecting for- 
ward from the valve casing, means secur- 
ing the spout to said valve casing, the 
latter having a transverse slot in the top 
thereof, a _ plate-like valve projecting 
through the slot in matching relation 
and closing said passage, the valve being 
manually removable from above, and a 
normally retracted shutter mounted on 
the valve casing for sliding motion to 
close the slot when the valve is removed. 


(To Be Continued) 
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WE WILL BUY! 
SURPLUS 
REFRIGERATION CONTROLS 
PRESSURE and THERMOSTATIC 


per a e MUST BE NEW 


Write, Phone Or Call For 
“IMMEDIATE ACTION | 


TRACO Industrial Corp. 


455 W. 19 St., N.Y. 19, WAtkins 4-4302 


_ (Send for Traco’s complete list 
of sensational bargains) 


POSOSSSSHSHSOOSOSOOOOOOOD 


FREON CYLINDERS 
10 and 12% Ibs. 


4500 units—used 
Closeout lot 


SEABOARD INDUSTRIAL 
SUPPLY CORP. 


128 N. 8rd St. 
Philadelphia 6, Pa. 


SOOSSSSSOSSSSOHOSOOOOOOOD 


“Positions Wanted" 


RATES for 
Limit 50 words. 10¢ on 


per insertion. 
word over 50. 

RATES for all other classifications $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 
fied style. BOX addresses count as five 
words, other addresses by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


CAREFULLY SELECTED group of 
trained men, graduates of reliable and 
well established trade school now avail- 
able to fill positions in the radio or 
refrigeration field. Willing to travel any- 
where. Why not fill that vacancy with an 
efficient and reliable man? Write EAST- 
ERN TECHNICAL SCHOOL, 888 Purchase 
Street, New Bedford, Mass. 


POSITIONS AVAILABLE 


AIR CONDITIONING district sales man- 
agers (2) are required for our expansion 
program. Applicants must have proven 
record in the self-contained air condition- 
ing unit field in sales and engineering. 
Write all details of your background, 
experience and give references in your 
first letter, enclosing photograph. Men- 
tion location preferred. Address Personnel 
Director, TYPHOON AIR CONDITION- 
ING CO., 794 Union Street, Brooklyn 15, 
N. Y. 


SALES REPRESENTATIVES: Manufac- 
turer and distributor of basic refrigera- 
tion items has opening in Middle West 
and South for experienced personnel to 
contact established wholesale and manu- 
facturing accounts. Salary, expenses and 
bonus. Please give full particulars and 
qualifications. BOX 3555, Air Conditioning 
& Refrigeration News. 


WANTED—REFRIGERATION and heat- 
ing installation and service man, commer- 
cial and household, some ammonia pre- 
ferred; only first class, honest, reliable, 
neat-appearing men, who can furnish best 
references and are willing to work on 
hourly and commission basis for distribu- 
tor of leading commercial equipment in 
western Kansas, need apply. Salary and 
commission open, subject to qualifications 
of man selected. Give age, experience, 
proposition expected, and any other in- 
formation in first letter. BOX 3559, Air 
Conditioning & Refrigeration News. 


SALES REPRESENTATIVES: Manufac- 
turer of parts for sealed units has open- 
ings in territories throughout the country 
contact 


for experienced personnel to 
established jobbers. Please give full 
particulars and qualifications. BOX 3560, 


Air Conditioning & Refrigeration News. 
EQUIPMENT FOR SALE 


WHOLESALE SEALED unit rebuilding. 
We will rebuild and convert your unit to 


“Freon-12.". One year guarantee. Write 
for price list and shipping instructions. 
ADVANCE REFRIGERATION COMPANY, 
829 East McNichdls Road, Detroit 3, 
Mich. 

/ + Sg 


‘CLASSIFIED A NG 


REFRIGERATOR DOORS. 3’6” by 6/6” 
double batten auto close doors complete 
with removable track heads for 7’2” track. 
1%” corkboard insulation. Brand new. 
$95 each. Door height may be altered. 
We can convert the doors to accommodate 
anything up to an 11 ft. 2 in. track at 
an additional cost of $15.00. Freight pre- 
paid in U.S. BIMEL CoO., Cincinnati, Ohio. 


FOR SALE: 2500 coils 4” OD x .028 wall 
Bundyweld steel tubing, copper plated 
inside and out in 30 ft. coils, price $1.00 
per coil. Also large lots of wood and 
machine screws. SANITARY REFRIGER- 
ATOR COMPANY, Fond du Lac, Wis. 


SEALED UNIT parts made to precision 
tolerances. External and internal replace- 
ment terminals for all model units. 
Strainers, check valves, strainer capillary 
combinations for all units, open or sealed, 
designed to replace high and low side 
fleats and defective capillary. Guaranteed 
to do the job right. See your local jobber 
for sealed unit parts made by: SEALED 
UNIT PARTS CO., INC., 261 East 161st 
Street, New York 51, N. Y. 


SUBJECT TO prior sale—standard makes 
hermetic units. %, %, % static condenser 
—$44.50. %, %, %, %, %, fan cooled her- 
metics—$52.50 to $63.50, prominent brand. 
Guaranteed new, open units 4%, %, %— 
$56.50, $64.50, $84.50. Prominent brand 
relays—\% or %, each $1.25, lots of 5— 
$1.15, lots of 10—$1.00. 49, %, %, %, %, 
%, %, each $1.50, lots of 5—$1.35, lots of 
10—$1.25. Overload relays, same capacity 
as above, each $1.00, lots of five—85¢, lots 
of 10—75¢. 894 T.X.V. low temp. max. op. 
press. 15# capacity % ton, 60” tube, 
% x % flare—$1.50. Brass strainer 4” 
flare, 1%” x 7%” $1.00. % H.P. single 
pass 2 row air cooled condenser, 13%” 
long, 11” high, 10 row %” tube high— 
$2.95. % H.P., same dimensions, 3 row— 
$3.95. Cold control, complete—$3.95. 
WALTER W. STARR, 2833 Lincoln Ave., 
Chicago 13, Illinois. 


BUSINESS OPPORTUNITIES 


THE BEST air conditioning and commer- 
cial refrigeration sales and service estab- 
lishment in the city of Tucson, Arizona. 
We have exclusive franchises covering 
prominent and nationally advertised lines 
of equipment in the heating and cooling 
field. Business has prevailed over many 
years of successful operation. It has a 
complete sheet metal and other diversified 
departments equipped with machines. 
Large display space. Gross sales have 
averaged around $350,000.00 yearly. Sale 
with or without buildings. BOX 3561, Air 
Conditioning & Refrigeration News. 


MISCELLANEOUS 


NORGE SEALED units remanufactured 
and exchanged. Immediate delivery from 
stock, 1 year guarantee. Write for prices 
and shipping instructions. Complete Norge 
engineering service. 22 years experience. 
MODERN REFRIGERATION CO., INC., 
12541 E. MeNichols Road, Detroit 5, 
Michigan. 
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Policy on Deferments for Reservists -- 


(Concluded from Page 1, Column 3) 


not a reservist is employed in a cri- 
tical occupation or essential activity 
are lists of such occupations and ac- 
tivities drawn up by the departments 
of labor and commerce respectively. 

On the labor department’s critical 
occupation list, the only _ specific 
mention of air conditioning and re- 
frigeration is in the classification of 
mechanical engineer. 

The official definition of a mechani- 
cal engineer is a person who “‘per- 
forms one or more of the following 
functions in the field of mechanical 
engineering requiring the fulfillment 
of educational, experience, or legal 
qualifications established by engi- 
neering colleges or licensing authori- 
ties: 

“Designs and supervises the manu- 
facturing and maintenance of such 
equipment as tools, engines, indus- 
trial machinery, and _ refrigeration 
and air conditioning apparatus: 

“Performs research and develop- 
ment to improve mechanical devices, 
such as gasoline and Diesel engines, 
steam turbines, industrial furnaces, 
rolling mills, and propeller assem- 
blies. 

“Creates designs, writes specifica- 
tions, and supervises installation and 
maintenance of complex mechanical 
equipment in industrial plants, mines, 
steam power plants, ocean-going 
vessels, and other similar establish- 
ments. 

“Plans and supervises operation of 
distribution systems for heat, venti- 
lation, gas, water, and steam.” 

Other critical occupations that ap- 


gaged in buying, taking title to, and 
where customary, physically storing 
and handling goods, and selling the 
goods at wholesale, principally to re- 
tailers, and industrial and commercial 
users,” retailers of general merchan- 
dise such as home furnishings and 
appliances, and miscellaneous repair 
services. 

The commerce department’ ex- 
plained that this lengthy list was 
drawn up to rule out strictly non-es- 
sential businesses. It will be cut down 
later ‘depending on the requirements 
of the situation.” 

However, reports from the de- 
fense department indicate that the 
extremely wide range of activities 
covered will cause the list to carry 
little weight with the military. 

Secretary of Defense Louis A. 
Johnson asserted that a delay in 
call to active duty may not be con- 
sidered as an indefinite exemption 
from military service. 

Deferments in all cases will be 
made on an individual basis and may 
be terminated at any time because 
of overriding military considerations. 

Johnson declared that applications 
for deferment should be made when 
the reservist receives his call to ac- 
tive duty. It should be made in writ- 
ing by either the reservist or his 
employer. The application should ex- 
plain in detail the nature of the 
reservist’s job and its relation to 
war production. 

Requests for delay in call should 
be addressed as follows: 

Army—tThrough  reservist’s_ unit 
commander or unit instructor to the 


Phillips To Operate 
In Denver as Agent for 


La Crosse, Other Firms 


DENVER—H. A. Phillips, of La 
Crosse Cooler Co., La Crosse, Wis., 
will establish a sales office here on 
Sept. 1, to repre- 
sent several manu- 
facturers in_ the 
Mountain States. 

The La Crosse 
lines of commer- 
cial refrigeration 
equipment will be 
made available to 
dealers in several 
states in that 
fq area, along with 

other lines regu- 
H.A. Phillips jarly handled by 
this type of dealer. 

Phillips will operate as a manufac- 
turers’ representative, all sales being 
made to dealers to whom shipments 
move direct from the manufacturer. 
Other lines will include seating equip- 
ment of Sterling Mfg. Co., St. Louis; 
beer dispensing equipment of the 
Cornelius Co., Minneapolis; meat and 
food cases, reach-in refrigerators, and - 
other commercial equipment. 

Phillips has been associated with 
La Crosse for several years, since 
1948 in the capacity of sales man- 
ager. His coverage of the Denver 
area will now provide complete na- 
tional representation on La Crosse 
products. Other offices were previ- 
ously established in New York City, 
Atlanta, Pittsburgh, Fort Worth, and 
Los Angeles, with two representa- 


Hospital Near Tel Aviv 
To Get Air Conditioning 


PITTSBURGH — A modern air 
conditioning system and automatic 
elevators valued at $125,000 will be 
installed in the new Beilinson hospi- 
tal in B’nai Brock, on the outskirts of 
Tel Aviv, it was recently announced 
by the Westinghouse Electric Inter- 
national Co. 

Kupath Holin, an Israeli health in- 
surance organization, is building 
and equipping the new 400-bed hospi- 
tal unit as the first stage in its 
program to provide complete medi- 
cal facilities for its members. 

Air conditioning will be provided 
for five of the _ structure’s eight 
floors, which contain laboratories, 
operating rooms, auditoriums, and 
restaurants. 

Three refrigerating systems, con- 
sisting of three 65-hp. compressors, 
condensers, and water chillers will 
supply chilled water to 10 central- 
plant type air conditioning units 
located throughout the building. 
Pumps, a cooling tower, grilles, and 
controls are also being furnished. 

Vertical transportation will be 
supplied by two automatic hospital 
elevators and one passenger elevator. 

The apparatus will be delivered by 
the end of 1950. 


Draper Buys Maytag El Paso 


EL PASO, Tex.—Maytag El Paso 
Co., 607 N. Mesa Ave., which fea- 
tures several lines of nationally known 
air conditioners, as well as_ the 
Crosley, Kelvinator, Philco, and other 


Calif. Code Dispute- - 


(Concluded from Page 1, Column 4) 


furthermore, they are divided in he 
matter. 

“Were such a proposal adopteg 
each of the classifications of cp. 
tractors would seek from the bo irg 
amendment of their particular s 2¢. 
tion of the Administrative Code. 

“The protection of the public ig 
not involved as local ordinan es 
already require permit and inspect on 
where ‘solid connections’ are ma ie, 

“The exemption as contained in 
Section 7048 of the Business aid 
Professions Code ($100 exemptio :) 
would except the ‘solid connecti: 1’ 
in practically all instances whee 
the connection of appliances is cc - 
cerned. 

“The adoption of the propos :d 
amendment would cause chaos a id 
confusion among many of the clas ;j- 
fications of contractors and wo ld 
be impossible of enforcement. 


“The proposed amendment, if 
adopted, would be a nullity in view 
of the provisions of Section 7059 of 
the Business and Professions Code 
(‘incidental and supplemental’).” 

Opposition to the proposal iad 
been spearheaded by the refrigvra- 
tion contractor association, which 
filed written objections with the 
board on April 4. The proposal was 
protested by representatives of the 
association and several other groups 
at a subcommittee of the board on 
May 22. 

The board’s reasons for dismissing 
the proposa)] were substantially the 
same as those which were advanced 


ply in our industry include electrical commanding general of the army tives working direct out of the fac- lines of appliances, has been sold by by the groups protesting the ac- 
instrument: repairman and mainten- area in which he resides. tory. Bill Hirsch to Cecil Draper. tion. 
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man is defined as one who “cleans, For non aviator officers via_ their } i i tior 
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machinery and mechanical equip- Marine Corps—Individual must BUSH HEAT TRANSFER PRODUCTS are expertly business for you. Get acquainted with H 
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y ‘ : : : ing, faster installation, less service . . niques ,.. a good man to know. He’ll 
other methods based on his mechani- Which the reservist resides. , ‘ : -~ 
cal knowledge. National Guard—To the adjutant more PROFIT. All this adds up to _ be glad to help with plans and specifi- hi 
“Dismantles or partially dis- general of the state concerned. more customer satisfaction, and more cations on your next important job. " 
mantles machine to gain access to E di 
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defective part or removes part, using Distributors, Inc. To Represent 
various hand tools such as wrenches, TI 
screw driver, and pliers. Reassembles Whiting In Three-State Area page 
machine, making necessary adjust- We’ 
ments to insure efficient operation. Is PHILADELPHIA—Appointment of her 
usually required to have a knowledge Distributors, Inc. here as regional How 
of the operation of machines he re- representative in a three-state area . 
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ircraft-engine mechanic 
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